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US Model 


Chassis No. SCC-471A-A 


Canadian Model 


Chassis No. SCC-471A-A 


uti 
June, 1983 pm 


SPECIFICATIONS 
Color system PAL. SECAM. NTSC and NTSC, 43 systems. Inputs [ VIDEO IN: BNC connector 
Switched automatically —VTR: 8-pin connector (2 and 6 pins) 
Picture tube Trinitron tube Composite 1 V p-p +6 dB. sync negative, | 
12-inch picture measured diagonally. 75 ohms und high impedance switchable 
90-degree deflection. "AUDIO IN: minijack 
Super Fine Pitch 0.25 mm —VTR: 8-pin connector (1 and 5 pins) 
Resolution RGB inputs 600 lines, 640 « 200 dots -5 dBs high impedance 
Color temperature 6 500^ K EXT SYNC IN: BNC connector 
Frequency response 10 MHz (-3 dB, RGB) Composite sync 2 - 8 V p-p, negative, 
5.5 MHz ( 3 dB. composite video) 75 ohms and high impedance switchable 
Horizontal linearity -8 RGB IN: BNC connector 
Vertical linearity “5 0.7 V p-p. non composite 
Line роі! range Horizontal +500 Hz RGB AUDIO IN: minijack 
Vertical 8 Hz -5 dBs high impedance 
CMPTR: 25-ріп connector 
Pin No. Signal Signal level 
1 RGB level shift High state (5 У). decrease the contrast of RGB inputs 
2 Audio select High state (5 V or open): audio inputs from the CMPTR connector 


Low state (iess than 04 У): audio inputs from the LINE A AUDIO IN jack 


3 H. sync or composite sync Negative polarity 

(1) 1 V p-p. 75% terminated 

(2) TTL level 

e (1) or (2) 15 selected by the 9 pin 


Db 


Blue input Positive polarity 
: ` (1) Analog signal (07 V p-p. 75% terminated, поп sync) 
5 Green input (2) Digital signal (TTL level) 


6 Red input e (1) or (2) is selected by the 9 pin. 


— Continued on page 2 - 
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Analog signal (0.7 V p-p) 
Digital signal (TTL level) 


RGB inputs from the microcomputer 
composite video inputs from the LINE A VIDEO IN connector 


ideo inputs from the microcomputer 
Superimposed signal of composite video inputs from the LINE 
A VIDEO IN connector and RGB inputs from the microcomputer 


e с ————-————————————— 


microcomputer sync 


= TT 


| Input level -5 dB (100% modulation), input impedance more than 47 kQ 


| e Active with blanking input (pin 12) at low state 
| Decrease the contrast of composite video input" in superimposed mode 


OO a 
7 Not in | | 
| 8 Not in use | 
~ 一 -一 ~- --ж----------- -- -一 一 一 一 ——— س‎ TOP — — — — — — 
9 Analog/digital mode select | High state (open): 
| Low state (ground) : 
10 RGB/NORMAL mode select | High state (5 У or open): 
Low state (ground) : 
11 V-sync Negative polarity 
T" level 
12 Blanking High state (5 " or r open): 
Low state (ground) : 
| MAE абя — —.-V 
| 13 | Audio input 
+ + ت‎ 
14 | ЕХТАМТ mode sync v awiteh High state (open): 
| Low state : _LINE A sync 
15 , Not in use 
16 | 
| Ground 
24 
25 Half blanking input Positive polánty 
‚ TTL level 
i ap w : | кес 2a 
Outputs VIDEO OUT: BNC connector 


Power requirement 


AUDIO OUT: minijack 

EXT SYNC OUT: BNC connector 

RGB OUT: BNC connector 

RGB AUDIO OUT: minijack 
Loop through 

120 У ас. 60 Hz 


Power consumption 88 W (тах.) 


Dimensions Approx. 346 х 339 х 388 mm (wih/d) 
(1359 x 133 x 15?/* inches) 
Weight Approx. 14.4 kg (31 Ibs 12 oz) 


Design and specifications subject to change without notice. 


SAFEFY-RELATED COMPONENT WARNING !! 


COMPONENTS IDENTIFIED BY SHADING AND MARK 
(Қ ON THE SCHEMATIC DIAGRAMS, EXPLODED 
VIEWS AND IN THE PARTS LIST ARE CRITICAL TO 
SAFE OPERATION. REPLACE THESE COMPONENTS 
WITH SONY PARTS WHOSE PART NUMBERS APPEAR 
AS SHOWN IN THIS MANUAL OR IN SUPPLEMENTS 
PUBLISHED BY SONY. CIRCUIT ADJUSTMENTS 
THAT ARE CRITICAL TO SAFE OPERATION ARE 
IDENTIFIED IN THIS MANUAL. FOLLOW THESE PRO 
CEDURES WHENEVER CRITICAL COMPONENTS ARE 
REPLACED OR IMPROPER OPERATION IS SUSPECTED. 


ATTENTION AU COMPOSANT AYANT RAPPORT 
A LA SECURITE!! 


LES COMPOSANTS IDENTIFIES PAR UNE TRAME ET 
UNE MARQUE /À SUR LES DIAGRAMMES SCHE- 
MATIQUES, LES VUES EXPLOSEES ET LA LISTE DES 
PIECES SONT CRITIQUES POUR LA SÉCURITÉ DE 
FONCTIONNEMENT. NE REMPLACER CES COMPO- 
SANTS QUE PAR DES PIÉCES SONY DONT LES 
NUMÉROS SONT DONNÉS DANS CE MANUEL QU DANS 
LES SUPPLÉMENTS PUBLIÉS PAR SONY. LES RÉ. 
GLAGES DU CIRCUIT QUI SONT CRITIQUES POUR LA 
SÉCURITÉ DE FONCTIONNEMENT SONT !DENTIFIES 
DANS CE MANUEL. SUIVRE LES PROCÉDURES 
QUAND LES COMPOSANTS CRITIQUES SONT REM. 
PLACÉS OU LE FONCTIONNEMENT IMPROPRE EST 
SUSPECTÉ. 
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SAFETY CHECK-OUT 


After correcting the original service problem, 
perform the following safety checks before releasing 
the set to the customer: 


1. Check the area of your repair for unsoldered or 
poorly-soldered connections. Check the entire 
board surface for solder splashes and bridges. 


2. Check the interboard wiring to ensure that no 
wires are “pinched” or contact high-wattage 
resistors. 


3. Check that all contol knobs, shields, covers, 
ground straps, and mounting hardware have 
been replaced. Be absolutely certain that you 
have replaced all the insulators. 


4. Look for unauthorized replacement parts, par- 
ticularly transistors, that were installed during a 
previous repair. Point them out to the customer 
and recommend their replacement. 


5. Look for parts which, though functioning, show 
obvious signs of deterioration. Point them out 
to the customer and recommend their replace- 
ment. 


6. Check the line cord for cracks and abrasion. 
Recommend the replacement of any such line 
cord to the customer. 


7. Check the condition of the monopole antenna 
(if any). 
Make sure the end is not broken off, and has 
the plastic cap on it. Point out the danger of 
impalement on а broken antenna to the 
customer, and recommend (Ве antenna's 
replacement. 


8. Check the B+ and HV to see they are at the 
values specified. Make sure your instruments 
are accurate; be suspicious of your HV meter 
if sets always have low HV. 


9. Check the antenna terminals, metal trim, 
"metallized" knobs, screws, and all other 
exposed metal parts for AC leakage. Check 
leakage as described below. 


To Exposed Metal 
Parts on Set 


= Earth Ground 


Using an AC voltmeter to check AC leakage. 


LEAKAGE TEST 


The AC leakage from any exposed metal part to 
earth ground and from all exposed metal parts to any 
exposed metal part having a return to chassis, must 
not exceed 0.5 mA (500 microampers). Leakage 
current can be measured by any one of three 
methods. 


l. A commercial leakage tester, such as the 
Simpson 229 or RCA WT-540A. Follow the 
manufacturers' instructions to use these instru- 
ments. 


2. A battery-operated AC milliammeter. The Data 
Precision 245 digital multimeter is suitable for 
this job. 

3. Measuring the voltage drop across a resistor by 
means of a VOM or battery-operated AC volt- 
meter. The “limit” indication is 0.75 V, so 
analog meters must have an accurate low- 
voltage scale. The Simpson 250 and Sanwa 
SH-63Trd are examples of a passive VOM that 
is suitable. Nearly all battery operated digital 
multimeters that have a 2V AC range are 
suitable. (See Fig. A) 


HOW TO FIND A GOOD EARTH GROUND 


A cold-water pipe is guaranteed earth ground; the 
cover-plate retaining screw on most AC outlet boxes is 
also at earth ground. If the retaining screw is to be 
used as your earth-ground, verify that it is at ground 
by measuring the resistance between it and a cold- 
water pipe with an ohmmeter. The reading should be 
zero ohms. If a cold-water pipe is not accessible, 
connect a 60—100 watts trouble light (not a neon 
lamp) between the hot side of the receptacle and the 
retaining screw. Try both slots, if necessary, to locate 
the hot side of the line, the lamp should light at 
normal brilliance if the screw is at ground potential. 
(See Fig. B) 


Trouble Light 


A 


- AC Outlet Box 


Fig. 8. Checking for earth ground. 
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SECTION 1 
GENERAL 


1-1. FEATURES 


e Super Fine Pitch Trinitron picture tube for a fine-detailed picture. 
eColorpure Filter fine picture detail without color spill or color 
noise. 

e Automatic frequency control switch to select the horizontal AFC 
time constant, fast or slow. 

e LINE/VTRIRGB/CMPTR input select buttons. 

e The PAL, SECAM, NTSC or NTSC, 43" color system is selected 
automatically. 

ФММОЕН SCAN MODE for viewing a picture which does not appear 
in normal scanning. 

ФА picture superimposed by a video disk and a microcomputer can 
be displayed when the SMI-7073 superimposer (optional) is con- 
nected to the microcomputer. 


By using an optional MB-502 mounting bracket, the PVM- 
1270Q can be mounted in an EIA standard 19-inch rack. 


An optional SLR-102 slide rail is also available. 
For mounting, see the appropriate instruction manual. 


* A signal of NTSC, аз system is obtained by playing back NTSC-recorded 
video tapes with a video tape recorder/player specially designed for use with 
this system. 
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1-2. LOCATION AND FUNCTION OF PARTS AND CONTROLS 


SECAM button @ 


SYNC select switch @, 


AFC (automatic frequency @ 
control) switch 


ТІ 
ji 


Speaker 


SCAN MODE select switch 


V HOLD (vertical hold) control @)———— 


VOLUME control Є 


HUE contro! @, 


© SECAM button 
Press this button when the picture receiving SECAM color sources 
is distorted. The picture will become сіеаг. 


© SYNC select switch 

Sync тау be supplied from an external sync generator to the EXT 
SYNC IN connector on the rear panel. When an external SYNC is 
supplied, with either composite or non-composite video input. set 
the SYNC select switch to EXT. When composite video is supplied 
with no external sync, set the SYNC select switch to INT. 


© AFC (automatic frequency control) switch 

Select the AFC operation in the fast mode or slow mode. 

FAST: incoming sync timing errors are compensated for. 

SLOW: incoming sync timing errors are displayed on the screen. 
This mode is used to monitor the jitter from the VTR. 


© SCAN MODE select switch 

Normal scanning or under scanning is achieved by proper setting 
of the SCAN MODE select switch. Set to NORMAL for norma! scan- 
ning, or to UNDER for viewing a picture which does not appear in 
norma! scanning. Under scanning reduces the display size by about 
5%. 


© У HOLD (vertical hold) control 
If the picture rolls vertically, correct it with this control. 


О VOLUME control 4 
Turn this control clockwise or counterclockwise to obtain the 
desired volume. 


© HUE control 

This control is effective only for playing tapes on the NTSC u: 
МТС, аз system. Use to obtain the most natural skin tones. 
Clockwise rotation makes the skin tones greenish ; counterclock- 
wise rotation makes them purplish. 


МУ input selector buttons 


imp Input indicators 


д Color system indicators 


imp POWER switch and indicator 


Jit) PICTURE contro! 


:B BRIGHT (brightness) contro! 


: COLOR control 


© COLOR control 
Adjusts the color intensity of the picture. Clockwise rotation makes 
the picture vivid ; counterciockwise rotation makes it pale. 


© BRIGHT (brightness) control 
Adjusts the brightness. Normally set this control at the center de- 
tent position. 


© PICTURE control 
Adjusts the contrast, color intensity and brightness simultaneous- 
ly in the proper ratio. 


© POWER switch and indicator 
To turn the monitor on, depress the POWER switch. The indicator 
will light. To turn the monitor off, press the switch again. 


© Color system indicators 
Indicate the color system of the playback of the VTR. 


© Input indicators 
Illuminate to indicate the input selector button pressed. 


Q Input selector buttons 

Press to select the program to be monitored. 

LINE A: for a signal from the LINE A connectors. 

LINE B: for a signal from the LINE B connectors. 

VTR: for a signal from the 8-pin VTR connector. 

RGB: for a signal from the R, G and B connectors. 
CMPTR: for a signal from the 25-pin CMPTR connector. 
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1-3. SYSTEM CONNECTIONS 


CONNECTORS FOR VIDEO/AUDIO/MICROCOMPUTER 


ғ----------- 
i VIDEO IN connector 5 2 VIDEO OUT connector | 


750 termination switch 
AUDIO IN jack 


~ -一 一 一 一 一 一 一 一 一 -一 一 一 


VIDEO IN connector 


750 termination switch 
1 AUDIO IN jack 


r 
| IN connector 
| 750 termination switch 
IN connector 
750 termination switch 
“ІМ connector = 
75Q termination switch 


— o ---- — À o — 一 — 


RGB.AUDIO IN jack 


| 
一 一 —— --.------ — — - —À  — A 


EXT.SYNC IN connector 
75Q termination switch 


— -------- - a ——o 


Q CMPTR (computer) connector (25-pin) 


+ 


© LINE A © LINE 8 
Press the LINE A or LINE B input select button to monitor the 
signal. 


VIDEO IN connectors (ВМС) 
Connect to the video output of a video tape recorder or another 
monitor (for loop through connection), or to a color camera. 


VIDEO OUT connectors (BNC) 
Connect the video input of another monitor or a video tape 
recorder. 


AUDIO IN jacks (minijack) 

Connect to the audio output of a video tape recorder or another 
monitor (for loop-through connection), or to a microphone using а 
suitable microphone amplifier. 


AUDIO OUT jacks (minijack) 
Connect to the audio input of another monitor or a video tape 
recorder. 


75Q termination switches 

When only one monitor is used, set the switch to ON. When several 
monitors are connected, set the switch of the last monitor in the 
looped chain to ON and set it to OFF on the other monitors. 


епесев 

ІМ connectors (BNC) 

Allow a character generator, microcomputer or video camera hav- 
ing digital or analog RGB outputs to be conected. Press the RGB in- 
put select button to monitor the signal. 


OUT connectors (BNC) 
Connect the digital or analog RGB inputs of another monitor. 


750 termination switches 

When only one monitor is used, set the switch to ON. When several 
monitors are connected, set the switch of the last monitor in the 
looped chain to ON and set it to OFF on the other monitors. 


УЖИНА CONDO hen 


AUDIO OUT jack LINE A © 
VIDEO OUT connector L. 
LINE B @ 
AUDIO OUT jack | 
5 .. — n————— DDt 
OUT connector яе 
eee ВИСУ | 
OUT connector Go 
^u 
¿ OUT connector ве 


RGB.AUDIO OUT jack 


= 
p 


© VTR connector (8-pin) 


Ө RGB AUDIO 

IN jack 

Connect the audio output of the appliance connected to the RGB 
IN connectors. Press the RGB input select button to monitor the 
signal. 


OUT jeck 
Connect the RGB audio input of another monitor. 


© EXT. SYNC 
IN connector (BNC) 
Connect an external sync generator. 


OUT connector (BNC) 
Supplies the external sync signal from the external sync generator 
connected to the EXT SYNC IN connector. 


750 termination switch 
When an equipment is connected to the EXT SYNC OUT connector, 
set the switch to OFF. When nothing is connected, set it to ON. 


© CMPTR connector (25-pin) 
Connect an microcomputer with digital or analog RGB outputs. 
Press the CMPTR input select button to monitor the signal. 


© VTR connector (6-pin) 

Connect a video tape recorder equipped with an 8-pin connector. 
For monitoring, press the VTR input sełect button. 

For connection, use the optional video cable, VMC-3P(3 т), 5Р(5 т), 
-10P(10 т),-25Р(25 m) or -5ОР(50 m). 


CONNECTING A VIDEO TAPE RECORDER M 


AUDIO LINE OUT 


the connector. 
To remove. while 
pressing the 
catches, pull. 


Optional video cable VMC-3P or equivalents 


to TV connector 


When monitoring the picture at fast speed, the picture may roll ver- ј 
tically or become monochrome. 


CONNECTING A CAMERA AND A MICROPHONE 
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MULTIPLE MONITOR CONNECTION 
Up to 10 monitors may be connected. Set the 759 termination 
Switch of the last monitor to ON, and that of the other monitors to 


OFF. 
The LINE A ёг LINE B input select button on each monitor should 
be pushed in. | 
or video camera 
o Z де С ЈА | 8 
wt А 
=“ 
Last monitor 
! ( 
(4 D^ та ion @ 
CONNECTING A MICROCOMPUTER “о @ 
The CMPTR connector or R, G and B IN connectors allow a © ОЗА © 
microcomputer with digital or analog RGB outputs to be con- [oer 
nected. е. | " 
e sod © 
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For signal to be connected, see 
"Specifications" on page 1-2. 


If your microcomputer is equipped 
with a composite videc output, 
connect the output io the VIDEO 
IN connector. 


2-2. F BOARD SHIELD CASE 
ASSEMBLY REMOVAL 


SECTION 2 


DISASSEMBLY AND REPLACEMENT 


. CABINET ASS'Y REMOVAL 


(3) Remove the cabinet. 


the arrow (©). 


(7) Remove two screws. 


(TA, BV3 x 8) < 


чыч 
NY 


(7) screw 5 
(ТА, BV3 x 12) N 2 ` 
BIE. 


(2) Pull shield case 
in the direction of 


the arrow (а) а 


(2) Pull shield сазе. 


(4) Pull F board іп 
the direction of 


©) four screws 
(TA, BV3 x 12) 


: 
“с” 


(2 four screws 
(TA, BV4 x 12) 


2-3. F BOARD ASSEMBLY REMOVAL 
(FOR CHECKING IT UP) 


| (b) Pre 
F board 


(3) Pull РСВ HOLDER IN - 
the direction of the 


arrow(a) , (D) . 


2-4. D BOARD BRACKET ASSEMBLY REMOVAL 


Pull chassis assembly in 
the direction of the arrow(a). 


一 11 一 


© 


| 
| 
| | 
| 
| 
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2-5. BA1 BOARD REMOVAL 
(FOR CHECKING IT UP) 


(2) Pull BA1 board in the direction 
of the arrow (с). R 


(7) Push up the hook іп 
the direction of the 


аггом(а), (6). 


2-6. BA2, BB BOARD ASSEMBLY REMOVAL 
(FOR CHECKING ІТ UP) 
BB board 


(4) Pull BA2 board in the direction of 
| thearrow O). 


Су = Qe(Q жа Qo = 99 


(3) Push up the hook in 
the direction of 


the arrow (d) , (е). 


7”. = 


(7) Push оп the hook of panel 
connector in the direction (Ф (2) Push on the panel connector 
of the arrow(a), (b) . in the direction of the arrow (©). 


--12-- 


2-7. PICTURE TUBE REMOVAL 


(7) Pull chassis assembly in 
the direction of the arrow (а). 


3-702-436-01 
remover 
© 


(2) С board 


(3) CRT neck ass'y | 


“Ф 


(4) deflection yoke 


Be sure to short-circuit the anode of 
picture tube and the anode cap to 
ground after removing the anode cap. 


Remove a screw. 
(TA, BV3 x 12) 


four Напде nuts 


(17) picture tube — 
shield ass y 


z 
) cushion 
N (2) picture tube bracket 
(6) Remove а screw. 
(ТА, ВУЗ х 12) 
жай 1 3 iS 
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SECTION 3 
SAFETY RELATED ADJUSTMENTS 


! 
3 
: 


Note: (1) TEST EQUIPMENT REQUIRED (5 CIPCUIT ADJUSTMENTS 
(2) INPUT SIGNAL 
when making checks and adjustments unless 
. Set for best picture 

COLOR control 


1. Oscilloscope Circuit 
3. Color-bar/pattern generat 
Бара o wj R R622 Adjustment 
oo — — — 

When making these adjustments, feed in a cross- 
hatch, color-bar or an off-air signal. 

(3) CONTROL AND SWITCH SETTINGS | и 2612 B 
otherwise noted. 

PICTURE control 

HUE control 

AUTO switch ........ ON 
(4) These adjustment should be performed with 
the rated power supply voltage unless other- 


4. Variable auto-transformer 
Controls and switch should be set as follows 
BRIGHT control 
wise noted. 


3-1. D3 Board Adjustment 


*B Protector Operation Check 


HOLD DOWN 2 
H 1622 Adjustment 


Be sure to perform this adjustment when 
replacing the following parts (marked (д on 
the schematic): 

(D3 Board) Q541, Q542, D521, R621, R622, 
R623, R624, R625, R626 

(D Board) D801, D812, R814, R854 


1. Input a color bar signal. 
2 PIC VR MIN 
BRT VR MIN 
3. Apply DC 118.0 + 1.0V line from an 
external DC power supply and confirm 
that *B protector circuit operates. 
4. Apply DC 116.0 + 0.5V and confirm 
that the *B protector does not operate. 
Note: The HV protector may operate first, 
so mount about 3.3k2 parallel to D 
board R847 to reduce HV protector 
sensitivity before performing *B 
protector operation check. 
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3-2. D Board Adjustment 


High Voltage Protector Oneration Check 
HOLD DOWN 1 
Я R846 Adjustment 


Ве sure to perfr "т this adjustment when 
replacing the following parts (marked 8 on 
the schematic): 

ІС501, 1С505, 1814, R815, 1816, R825, 
R845 1826, 1847, 1848, 1849, 1850, 
185", 8252, 1854 


7. Input a dot signal. 
2. Put set in cut-off state. 

3. Connect a digital voltmeter to D board 
1C505 pin 1. 


4. Apply external DC power supply to x«i 
high voltage resistor high voltage pin so 


і e 
М | | Ғы — - Я : digital that digital voltmeter value is 15.40 £0.1V 
РА "A "o " м” и қ 2" multimeter and confirm that HV protector operates. 
Po, % o 5. Apply power for 14.80 + 0.1V value anc 
ТУУ confirm that HV protector does not operate. 
m Ф $ ў . . . 
m | 6. Input a white pattern signal, and put set in 
dag no" Tal ЧЕРИ "= 54 standard state (PIC VR 100%, (CONT VR) 
Au АРМЕНІЯ Ў Фу „јр рт не ° 001-68 COLOR VR вою. “SET VR 
“ : 4 ыы чаў. | 7. Apply power via the connection in step 4. for 
" 1846- — я аб DC 14.50 + 0.10V value and confirm that the 
i = АР à — =" » 2 Йа HV protector circuit operates. 
> 7 2) ROPĘ 8. Apply power for DC 13.50 + 0.10\ value and 
ae Б ES e confirm that the HV protector does not 
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3-3. F Board Adjustment 


+8 MAX Check 


ы (8626 Adjustment 
Re (2 В “Bf 
Be sure to perform this adjustment when 
replacing the following parts (marked (d сп 
the schematic): 


IC601, T603, аа IE R613, R620, 
рыгв "AW 


1. Input a dot signal. +] 

2 Input a AC 130(£0.1V)— 1 D V "za 

3. Put set in cut-off state. 

4. Turn F board +В ADJ VR (RV601) fully 
50 that +В value is maximum. 

Confirm that +B value is less than 115.0V. 
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SECTION 4 
DIAGRAMS 
4-2. BLOCK DIAGRAM 


сж_________6н_______„К_КА__ ——— —— - 一 一 一- 一 一 一 一 一 一 一 一 一 一 一 一 一- - —— —— F O 


+ 2۷ 
—— 
2% 0316 
| COLOR CON TROL 
— D s РА ИЕ е. Au aha а TZ pa 
5 К k ~ p 4 im ы. ба ара қалы | + ovi 1 = a 
U i 
27771 ess -十 4AJNTSC LED OPT d LA 
са 0357 
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CAUTION: 
Be sure to connect C-2 © 
for safety. 
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‘ 5 This set is equipped with a polarized AC power cord plug (one blade . 
A. of the plug is wider than the other), be sure to use it having the See page 16. See page 15. 
9/4 specified part number and connect it as shown in this diagram. 


—27— 一 28 一 


m m nme 
rr эү raza rig des P mir фазана жәнен мају today tz Ladies 


E wre 3 
44 М uty ; AE E Ae oed Re а г. 
vap о З е, ЗОР ^5 ше Ë SZL Кж” A.P „a чф w. 


appe mote E P МА ers vue TEE PRES RP WI mS... 


REVISED 


le 


CAUTION: 
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Note: The components identified by shading and mark 
№ аге critical for safety. Replace only with 
part number specified. 


Note: Les composants identifiés par une trame et une 
marque A sont critiques pour la sécurité. Ne les 
remplacer que par une piéce portant le numéro 
spécifié. 


Note: 

e АП capacitors аге in uF unless otherwise noted. р: uu F 
50WV or less are not indicated except for electrolytics. 

© All resistors are in ohms, 1/6W unless otherwise noted. 
k : 10007, М : 1000к0 

e On C board all resistors are in ohms, %W unless other- 
wise noted. кп: 10000, MN : 1000к 7 . 

e 4E) : nonflammable resistor. 


e АП variable and adjustable resistors have characteristic 
curve B, unless otherwise noted. 


Ба: fusible resistor. 


As: internal component. 
С) : panel designation. 


The components identified by § in this basic schematic 
diagram have been carefully factory-selected for each set 
in order to satisfy regulations regarding X-ray radiation. 
Should replacement be required, replace only with the 
value originally used. 

e When replacing components identified by (d, make the 
necessary adjustments indicated. If results do not meet 
the specified value, change the component identified by 
Hand repeat the adjustment until the specified vai з 15 


achieved. (Refer to R622 625) R846 adjustme: ' оп page 


14 — 16.) ROLE 
D3 board 


0541, 0542, 0521, 8621, 8627, 
R623, R624, R625, R626 
D board 
0801, 0812, R814, R854 


F board 
1С601, RV601, T603, R610, 


8614 R613, R620,(R626- Ré PE 
D board 
1С501, 1С505, R814, R815, R816, 
R825, R845, 8846, 1847, R848, 

R849, R850, R851, R852, R854 


R622 adjustment 


2612 = 


8626 adjustment 


R846 adjustment 


e Voltages are dc with respect to ground unless otherwise 
noted. 

e Readings are taken with a ТОМО digital multimeter 

e Voltage variations may be noted due to norma! pro 

duction tolerances. 

Readings are taken with а color. Баг signal input 

Г — ]. adjustment for repair 

Voltage on Р board is taken with 0602 Emitter 

no mark : with NTSC3.58 color-bar 5'дпа! received 

( у : with SECAM color-bar signal received 

( ] : with PAL color-bar signa! received. 

( j) : with МТ5С4.43 color-bar signal received 


—— B+ bus. 


----- В bus 
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4-5. SEMICONDUCTORS 
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EXPLODED VIEWS The components identi fied 
by shading and mark Aare 
critical for safety. 
NOTE: Replace only with part 
* Items with no part number and no des- ° ета marked " Ф " аге not stocked since RZA: 
cription are not stocked because they they are seldom required for routine i ifié 
are seldom required for routine service. service. Some delay should be anticipated кы ee алена ost 
* The construction parts of an assembled when ordering these items. d qu Ason 
part are indicated with a collation critiques аў la securite. 
number in the remark column. jed ice кл Қы ы A 
ume ro 
specifie. 


5-1. CABINET 


<) 
Т TA, BV 3x 12 
j 7685-648-79 
| 
У ТА, BV4x 8 | 
| 7-685-659-7271 
SD гай 
ЛІ Sa 
“Зе 
253 14099 
2 | e :TA,BV3x 12 7-685-648-71 
(10) a ТА, ВУ4 х 12  7.685-661-71 


(12) (13) TA,BV3x12  7-685-648-79 


ТА, ВУ4 х 8 7-685-659-71 


No. Part No Description Remark | No. Part Мо Description Remark 
1 4-364-717-00 FILTER 12 4-364-710-00 BUTTON, POWER 
2 4-336-851-51 SCREW, ORNAMENTAL 13 A1-553-584-12 SWITCH, PUSH 
3 4&4-321-611-00 CLAW, RETAINING, SPEAKER 14 X-4364-703-0 САВІМЕТ ASSY 15 
4 1-503-109-00 SPEAKER 15 4-316-003-00 HOLDER, CORD 
5 1%:4-364-726-01 BUSHING, AC CORD 16 %:4-365-407-00 LABEL, MODEL 4UMBER (LARGE) 
6 %:Х-3701-079-0 EMBLEM (SMALL) ASSY, SONY 17 3-701-829-03 LABEL, X-RAY CERTIF (CND) 
7 X-4364-701-2 PANEL ASSY, CONTROL 8 18 А.1-534-517-23 AC CORD 
8 X-4364-704-2 DOUR ASSY i9 3-701-915-00 LABEL, UL 
9 4-349-408-00 PUSH BUTTON 20 3-703-209-00 LABEL, COMMERCIAL USE 
10 &:4-364-705-0© D RACKET, FIXED, CRT 
11 ё:1-609-371-0; н BOARD 
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5-2. BEZEL 


s : TA, BV3x8 7-685-646-71 
e: TA, BV3x 12 /-685-648-71 
a:TA,B/4x 12 7-685-661-71 


Мо. Part No Descrioption Remark | No. Part No Description Remark 
51 X-4364-702-0 BEZEL ASSY 52,53,54,72,73 | 63 %:4-364-719-00 CASE (A) SHIELD 

52 4-336-808-00 PROTECTOR, FILTER 64 4:3-703-141-00 HOLDER, PCB 

53 4-364-701-00 HOLDER, FILTER 65 4-305-034-00 FLANGE NUT, (B) 5MM 

54 4&4-341-905-00 NUT, PLATE (A) 66 :A-1245-182-A F BOARD, COMPLETE 

55 А№.8-738-312-05 CRT (330YB22) 67 4-364-720-00 CASE (B) SHIELD 

56 3-703-003-00 SPACER, DY 68 4-308-870-00 CLIP LEAD WIRE 

57 1-452-146-00 MAGNET, BMC 69 1-452-032-00 MAGNET, DISC;10MM f 

58 А.1-426-086-12 COIL, DEGAUSSING 70 1-452-094-00 MAGNET, ROTATABLE DISK; 15MM 6 
59 A.1-451-160-32 DEFLECTION YOKE (SY-97) 71 X-4308-815-0 PERMALLOY ASSY, CONVERGENCE 
60 Aé:1-452-214-12 CRT NECK ASSY (Н TYPE) 72 9-911-837-ХХ CUSHION (B), FILTER 

61 4:А-1330-452-А С BOARD, COMPLETE 73 4-302-428-00 HEAD WASHER, TAPPING SCREW 
62 A -228-482-12 RESISTOR ASSY, HIGH-VOLTAGE 74 A.1-162-142-21 САР BLOCK, HIGH VOLTAGE 


The components identified 
by shading and mark Aare 
critical for safety. 
Replace only with part 


number speci fied. 
Ке иштеши чи OR A ZYC, Z ZO, 


Les composants identifićs par 
une trame et une marque A\sont 
critiques pour la sécurité. | 
Ne les remplacer que раг 
une piece portant le numéro 
specifie. 


5-3. CHASSIS 


No. 


101 
102 
103 
104 


Part No 


6:A-1135-199-A 

4-365-402-00 
6:A-1135-200-A 
$:А-1345-405-А 


Description Remark | No. Part No Descript on Remark 
BA BOARD, COMPLETE 105 %:1-609-701-00 02 BOARD 

PANEL (С), CONNECTOR 106 ё:4-337-327-00 LABEL, OPEN 

88 BOARD, COMPLETE 107 А.1-439-308-11 TRANSFORMER ASSY, FLYBACK 

D BOARD, COMPLETE 108 6:1-610-150-00 03 BOARD 


The components identified 
by shading and mark Ж аге 
critical for safety. 
Replace only with part 
number specified. 


— a as 
Les composants identifiés par 
une trame et une marque A\sont 
critiques pour la securite. 
Ne les remplacer que par 
une piëce portant le numéro 
specifie. 


SECTION 6 
ELECTRICAL PARTS LIST 


NOTE: 
The components identified by • Items marked " 6 " аге not stocked RESISTORS 
shading and mark Á are critica! since they are seldon required for * All resistors are in ohins 
for safety. Replace only with routine service. Some delay should be * F : nonflammable 
part number specified. anticipated when ordering these items. 
CAPACITORS 
* All variable and adjustable resistors ° MF : pF, PF : ppf 
| heve characteristic curve В, unless 
Les composants identifies par une trame et une otherwise noted. COILS 
marque Asont critiques pour la sécurité. Ме ° МАН : ин, UH : рн 
les remplacer que par une piece portant le nu- 
mero specifie. 
Ref.No Part No Description Remark | Ref.No Part No Description Remark 
6:A-1135-199-A BA BOARD, COMPLETE C341 1-123-379-00 МЕСТ 9.47МҒ 20% 50у 
CEWEK C342 1-102-129-00 CERAMIC 0.01MF 10% 50V 
C343 1-101-006-00 CERAMIC 0.047MF 50V 
6: 1-560-278-00 PLUG, CONNECTOR 12Р C344 1-123-356-00 ELECT 10MF 20% 16ү 
%:1-562-243-00 CONNECTOR 25Р C345 1-102-892-00 CERAMIC 22PF 5% 50V 
%:4-603-275-11 LOCK, SCREW | 
C346 1-123-607-00 МЕСТ 0.1МҒ 20% 50V 
CONNECTOR C347 1-123-607-00 ELECT 0. 1MF 20% 50V 
C348  1-123-607-00 ELECT 0. 1MF 20% 50V 
BA1 %:1-560-290-00 PLUG, CONNECTOR (2.5MM PITCH) C349 1-123-381-00 ELECT 2.2MF 20% 50V 
ВА? 4:1-560-224-00 PLUG, CONNECTOR (2.5MM) 10Р C350 1-121-257-00 ELECT 4.7МҒ 16V 
ВАЗ 4:1-560-125-00 PLUG, CONNECTOR (2.5MM) 5P 
BA4 %:1-560-124-00 PLUG, CONNECTOR (2.5MM) АР | C351  1-101-361-00 CERAMIC 150PF 5% 50V 
BAS 4:1-560-125-00 PLUG, CONNECTOR (2.5MM) 5P C352  1-102-971-00 CERAMIC 82 PF 5% 50V 
| C353  1-102-971-00 CERAMIC 82PF 5% 50V 
BA6 4:1-560-124-00 PLUG, CONNECTOR (2.5MM) 4P C354 1-101-361-00 CERAMIC 150PF 5% 50у 
BA7 %:1-560-290-00 PLUG, CONNECTOR (2.5MM PITCH) C355 1-121-257-00 МЕСТ 4.7МҒ 16V 
BA10 è: 1-560-278-00 PLUG, CONNECTOR 10Р 
C356 1-102-129-00 CERAMIC 0. 01MF 10% 50V 
CAPACI TOR | C357 1-102-809-00 CERAMIC 7PF 1PF 50V 
C358 1-102-809-00 CERAMIC 7PF 1PF 50V 
C301  1-101-361-00 CERAMIC 150PF 5% 50V C359 1-101-361-00 CERAMIC 150PF 5% 50V 
C302 1-101-884-00 CERAMIC 56PF 5% 50V C360 1-102-809-00 CERAMIC 7PF 1PF 50V 
C303 1-101-880-00 CERAMIC 47PF 5% 50V 
C304  1-102-129-00 CERAMIC 0. 01MF 10% 50V C361 1-102-809-00 CERAMIC 7PF 1PF 50V 
C305  1-101-880-00 CERAMIC 47PF 5% 50V C362  1-123-332-00 ELECT 47MF 16V 
C363  1-123-332-00 ELECT 47MF 20% 16V 
C306 1-102-944-00 CERAMIC 7PF 0.5PF 50V | C364 1-123-356-00 ELECT 10МҒ 20% 16V 
C307  1-102-129-00 CERAMIC 0. 01MF 10% 50V C365 1-101-006-00 CERAMIC 0.047MF 50V 
C308  1-108-385-00 MYLAR 0.047MF 10% 100V 
C309 1-108-385-00 MYLAR 0.047MF 10% 100V C366  1-123-333-00 ELECT 100MF 20% 16V 
С310 1-123-381-00 ELECT 2.2MF 20% 50V | C367 1-101-006-00 CERAMIC 0.047MF 50\ 
| C368 1-102-971-00 CERAMIC 82PF 5% 50V 
C311  1-102-852-00 CERAMIC 47PF 5% 50V | C369 1-102-824-00 CERAMIC 470PF 52 50V 
C312 1-102-852-00 CERAMIC 0. 01MF 10% 50V C370  1-101-361-00 CERAMIC 150PF 52 50V 
C314 1-102-963-00 CERAMIC 33PF 5% 50V 
C315 1-102-129-00 CERAMIC 0.01MF 10% 50V C371  1-108-377-00 MYLAR 0. 01MF 10% 100V 
C316 1-102-129-00 CERAMIC 0. 01MF 10% 50V C372  1-123-379-00 ELECT 0. 47MF 20% 50V 
C373  1-123-382-00 ELECT ‚ MF 20% 50V 
C317 1-108-389-00 MYLAR 0. 1MF 10% 100V C374 1-108-385-0090 MYLAR 0.047MF 10% 100V 
C319 1-123-380-00 ELECT 1MF 20% 50V C375  1-101-006-00 CERAMIC 0.047MF 50V 
C320  1-102-129-00 CERAMIC 0. 01MF 10% 50V 
C321  1-123-380-00 ELECT 1MF 20% 50V C376  1-101-006-00 CERAMIC 0.047MF 50V 
C322  1-123-380-00 ELECT 1MF 20% 50V C377  1-102-115-00 CERAMIC 560PF 10% 50V 
C378 1-123-333-00 ELECT 100MF 20% 16V 
C325  1-123-328-00 ELECT 4. 7MF 20% 25V C379  1-102-959-00 CERAMIC 22PF 5% 50V 
C326  1-102-959-00 CERAMIC 22PF 5% 50V C380 1-123-356-00 ELECT ТОМЕ 20% 16V 
C327 1-123-328-00 ELECT 4. 7MF 20% 25V 
C328  1-102-129-00 CERAMIC 0. 01MF 10% 50V C381 1-123-332-00 МЕСТ 47MF 20% 16V 
C329  1-102-129-00 CERAMIC 0. 01MF 10% 50V C382 1-123-380-00 ELECT 1MF 20% 50V 
C383 1-123-380-00 ELECT 1MF 20% 50V 
C330 1-102-129-00 CERAMIC 0. 01MF 10% 50V C384 1-123-380-00 ELECT 1MF 20% 50V 
C331  1-123-332-00 ELECT 47MF 20% 16V C385  1-123-330-00 ELECT 22MF 20% 16V 
C332  1-123-332-00 ELECT 47MF 20% 16V 
C333 1-102-679-00 CERAMIC 120PF 5% 50V C386  1-123-356-00 ELECT 10MF 20% 16V 
C334 1-123-356-00 ELECT 10MF 20% 16V C387 1-123-356-00 ELECT ТОМЕ 20% 16V 
C388 1-102-978-00 CERAMIC 220PF 5% 50V 
C336  1-102-129-00 CERAMIC 0. 01MF 10% 50ү C389 1-123-356-00 ELECT 10MF 20% 16У 
C337 1-102-892-00 CERAMIC 22PF » 50V C391  1-123-607-00 ELFCT 0. 1MF 20% 50V 
C338 1-123-332-00 ELECT 47MF 20% 16V 
C339 1-123-2%0-00 ELECT 1MF 20% 50V C392 1-108-389-00 MYLAR 0. IMF 10% 100V 
C340 1-108-849-00 MYLAR 0. IMF 10% 50V C393 1-102-525-00 CERAMIC 68PF 5% 50V 
C394 1-123-356-00 ELECT ТОМЕ 20% 16V 
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C395  1-102-971-00 CERAMIC 82PF 5% 50V 0612 8-719-100-38 DIODE RD6.2E-B2 
C396 1-102-961-00 CERAMIC 27PF 5% 50V 0613 8-719-100-38 DIODE RD6.2E-B2 
C397  1-101-888-00 CERAMIC 68PF 5% 50V 0614 8-719-100-38 DIODE RD6.2E-B2 
C398  1-102-963-00 CERAMIC 33PF 5% 50V 0615 8-719-100-38 DIODE RD6.2E-B2 
C400 1-123-330-00 ELECT 22MF 20% 16V 
DELAY LINE 
C403  1-101-880-00 CERAMIC 47PF 5% 50V 
C404 1-123-332-00 ELECT 47MF 20% 16V DL301 1-415-122-31 DELAY LINE 
C405 1-102-129-00 CERAMIC 0.01MF 10% 50V DL302 1-415-188-00 DELAY LINE 
C406  1-102-129-00 CERAMIC 0.01MF 10% 50V DL303 1-415-207-21 DELAY LINE (1H) 
C407  1-123-356-00 ШЕСТ ТОМЕ 20% 16V 
IC 
C408 1-102-973-00 CERAMIC 100PF 5% 50V 
C409 1-102-973-00 CERAMIC 100РЕ 5% 50V IC301 8-759-113-65 12 UPC1365C 
C411 1-102-.46-00 CERAMIC 9PF 0.5PF 50V IC302 8-759-100-15 IC UPC1364C2 
C412 1-102-129-00 CERAMIC 47PF 5% 50V IC303 8-759-140-24 ІС UPD40248C 
C413 1-102-934-00 CERAMIC IPF 0.25PF 50V 16304 8-750-000-74 ІС CX20061 
1C305 8-750-000-74 ІС CX20061 
C414  1-101-004-00 CERAMIC 0.01MF 50V 
C415  1-101-004-00 CERAMIC 0. 01MF 50V 16306 8-759-240-23 IC TC4023BP 
C416 1-101-888-00 CERAMIC 68PF 5% 50V 
C418 1-102-961-00 CERAMIC 27PF 5% 50V COIL 
C419  1-102-973-00 CERAMIC 100PF 5% 50V 
(301  1-408-416-00 MICRO INDUCTOR 39UH 
CONNECTOR L302  1-408-406-00 MICRO INDUCTOR 5. 6UH 
L304  1-408-408-00 MICRO INDUCTOR 8.2UH 
CN1 1-536-783-00 TERMINAL BOARD, INPUT/OUTPUT 1308  1-408-247-00 MICRO INDUCTOR 33MMH 
| 1309 1-408-163-00 MICRO INDUCTOR 5. 6MMH 
DIODE 
L311  1-408-445-11 MICRO INDUCTOR 18UH 
0301 8-719-911-19 DIODE 155119 L312  1-408-444-11 MICRO INDUCTOR 15UH 
D302  8-719-911-19 DIODE 155119 (313 1-408-446-11 MICRO INDUCTOR 22UH 
0303  8-719-911-19 DIODE 155119 L314 1-408-442-11 MICRO INDUCTOR 10UH 
0304 8-719-911-19 DIODE 155119 | 1316 1-408-447-11 MICRO INDUCTOR 27UH 
0305 8-719-911-19 DIODE 155119 
1317  1-408-445-11 MICRO INDUCTOR 18UH 
0306 8-719-911-19 DIODE 155119 1318 1-408-445-11 MICRO INDUCTOR 18UH 
0308  8-719-911-19 DIODE 155119 1320 1-408-407-00 MICRO INDUCTOR 6.8UH 
0309  8-719-911-19 DIODE 155119 
0310  8-719-911-19 DIODE 155119 | TRANSISTOR 
0311  8-719-911-19 DIODE 155119 | 
0301 8-729-178-54 TRANSISTOR 25С2785 
0312 8-719-911-19 DIODE 155119 | 0302 8-729-178-54 TRANSISTOR 25С2785 
0314 8-719-981-01 DIODE ERA81-004 0303 8-729-178-54 TRANSISTOR 2SC2785 
0315 8-719-911-19 DIODE 155119 | 0304 8-769-200-20 TRANSISTOR 25К107-2 
0317 8-719-911-19 DIODE 155119 | 0305 8-769-200-20 TRANSISTOR 25К107-2 
0319 8-719-911-19 DIODE 155119 
0306 8-729-117-54 TRANSISTOR 25А1175 
0320  8-719-911-19 DIODE 155119 0307 8-729-117-54 TRANSISTOR 25А1175 
0324 8-719-911-19 DIODE 155119 0308 8-729-117-54 TRANSISTOR 25А1175 
0325 8-719-911-19 DIODE 155119 0309  8-729-178-54 TRANSISTOR 25С2785 
0326 8-719-911-19 DIODE 155119 | 0310 8-729-178-54 TRANSISTOR 2SC2785 
0601 8-719-100-38 DICE RD6.2E-B2 
0311  8-729-178-54 TRANSISTOR 25.2785 
0602 8-719-100-38 DIODE RD6.2E-B2 | 0312  f*-729-117-54 TRANSISTOR 2541175 
0603 8-719-100-38 DIODE RD6.2E-B2 0313  8-729-178-54 TRANSISTOR 25С2785 
0604  8-719-100-38 DIODE RD6.2E-B2 | 9314 8-729-117-54 TRANSISTOR 25А1175 
0605 8-719-100-38 DIODE RD6.2E-B2 | 0315  8-729-178-54 TRANSISTOR 25С2785 
0606 8-719-100-38 DIODE RD6.2E-B2 
| 9318 8-729-178-54 TRANSISTOR 25С2785 
0607 8-719-100-3& DIODE RD6.2E-B2 0320 8-729-178-54 TRANSISTOR 25С2785 
0610 8-712-100-38 DIODE RD6.2E-B2 | 0321 8-729-117-54 TRANSISTOR 2541175 
0611  8-719-100-38 DIODE RD6.2E-B2 0322 8-729-178-54 TRANSISTOR 25С2785 


" -49 — 


Ref.No Part No 


Q323 
Q324 
Q325 
Q326 
Q327 


Q328 
0329 
0336 
0340 
0341 


0342 
0343 
0344 
0345 
0346 


1347 
0348 
0349 
9350 
0351 


0352 
4353 
0354 
0355 
0356 


0357 
0358 
0359 
0360 
0402 


0403 


R301 
R302 
R303 
R304 
R305 


R306 
R307 
R308 
R309 
R310 


R311 
R312 
R313 
R314 
R315 


R316 
R317 
R318 
R319 
R320 


8-729-117-54 
8-729-178-54 
8-769-200-20 
8-769-200-20 
8-769-200-2090 


8-769-200-20 
8-729-178-54 
8-729-178-54 
8-729-178-54 
8-729-178-54 


8-729-178-54 
3-729-178-54 
8-729-178-54 
8-729-178-54 
8-729-178-54 


8-729-178-54 
8-729-178-54 
8-729-117-54 
8-729-178-54 
8-729-178-54 


8-729-178-54 
8-729-117-54 
8-729-178-54 
8-729-117-54 
8-729-117-54 


8-729-117-54 
8-729-117-54 
8-729-178-54 
8-729-178-54 
8-729-117-54 


8-729-178-54 


Cescription 


TRANSIS TOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSIS TOR 
TRANSISTOR 


TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 


RESISTOR 


1-247-835-00 
1-247-835-00 
1-247-845-00 
1-247-859-00 
1-247-867-00 


1-247-879-00 
1-247-859-00 
1-247-867-00 
1-247-82 3-00 
1-247 -839-00 


1-247-845-00 
1-247 -903-00 
1-247 -875-00 
1-247-903-00 
1-247 -807-00 


1-247-839-00 
1-247-865-00 
1-247-865-00 
1-247-831-00 
1-247-827-00 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


25А1175 
25С2785 
25К107-2 
25К107-2 
25К107-2 


25К107-2 
25С2785 
25С2785 
25С2785 
25С2785 


25С2785 
25С2785 
25С2785 
25С2785 
25С2785 


25С2785 
25С2785 
25А1175 
25С2785 
25С2785 


25С2785 
25А1175 
25С2785 
25А1175 
25А1175 


25А1175 
25А1175 
25С2785 
25С2785 
25А1175 


25С2785 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 
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Remark 


R321 
R322 
R323 
R324 
R325 


R326 
R327 
R328 
R329 
P330 


R331 
R332 
R333 
R334 
R335 


R336 
R337 
R338 
R339 
R340 


R341 
R342 
R343 
R344 
R345 


R346 
R351 
R352 
R353 
R354 


R356 
R357 
R358 
R359 
R360 


R361 
R362 
R364 
R365 
R366 


R367 
R368 
R369 
R370 
R371 


R372 
R373 
R374 
R375 
R377 


R378 


R379 
R380 
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Ref.No Part No 


1-247-879-00 
1-247-827-00 
1-247-903-00 
1-247-887-00 
1-247-847-00 


1-247-835-00 
1-247-833-00 
1-247-877-00 
1-247-845-00 
1-247-849-00 


1-247-847-00 
1-247-821-00 
1-247-815-00 
1-247-815-00 
1-247-823-00 


1-247-871-00 
1-247-827-00 
1-247-867-00 
1-247-871-00 
1-247-815-00 


1-247-827-00 
1-247-813-00 
1-247-843-00 
1-247-853-00 
1-247-355-00 


1-247-879-00 
1-247-807-00 
1-247-825-00 
1-247-869-00 
1-247-819-00 


1-247-831-00 
1-247-835-00 
1-247-835-00 
1-247-833-00 
1-247-823-00 


1-247-831-00 
1-247-843-00 
1-247-823-00 
1-247-875-00 
1-247-863-00 


1-247-867-00 
1-247-855-00 
1-247-871-00 
1-247-875-00 
1-247-847-00 


1-247-867-00 
1-247-867-00 
1-247-867-00 
1-247-871-00 
1-247-829-00 


1-246-996-00 
1-247-853-00 
1-247-837-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 


р Ref.No Part No Description Remark | Ref.No Part No Description 
8381  1-247-843-00 CARBON 3.3K 5% 1/6W R441 1-247-875-00 CARBON 68K 5% 1/6W 
R382 1-247-843-00 CARBON 3.3K 5% 1/6W #442 1-247-873-00 CARBON 56K 5% 1/6W 
8383 1-247-847-00 CARBON 4.7K 5% 1/6W #443 1-247-839-00 CARBON 2.2K 5% 1/6W 
R384 1-247-879-00 CARBON 100K 5% 1/6W 8444 1-247-839-00 CARBON 2.2K 5% 1/6W 
R385 1-247-855-00 CARBON 10K 5% 1/6W 8445 1-247-863-00 CARBON 22K 5% 1/6W 
R386 1-247-885-00 CARBON 180K 5% 1/6W R446 1-247-857-00 CARBON 12K 5% 1/6W 
R387 1-247-849-00 CARBON 5.6% 5% 1/6W 8447  1-247-823-00 CARBON 470 5% 1/6W 
R388  1-247-859-00 CARBON 15k 5% 1/6W R448 1-247-823-00 CARBON 470 5% 1/6W 
8389 1-247-859-00 CARBON 15K 5% 1/6W R449 1-247-871-00 CARBON 47K 5% 1/6W 
R390 1-247-879-00 CARBON 100K 5% 1/6W R45] 1-247-839-00 CARBON 2.2K 5% 1/6W 
8391 1-247-847-00 CARBON 4.7K 5% 1/6W 8452 1-247-827-00 CARBON 680 5% 1/6W 
R392 1-247-879-00 CARBON 100K 5% 1/6W 8453  1-247-815-00 CARBON 220 55 1/6W 
8393 1-247-879-00 CARBON 100K 5% 1/6W R454 1-247-827-00 CARBON 680 5% 1/6W 
R394 1-247-875-00 CARBON 68K 5% 1/6W R455 1-202-463-00 SOLID 2.2M 5% 1/4W 
R395 1-247-855-00 CARBON 10K 5% 1/6W 8456 1-247-803-00 CARBON 68 5% 1/6W 
8396 1-247-855-00 CARBON 10K 5% 1/6W 8457  1-247-815-00 CARBON 220 5% 1/6W 
8397 1-247-879-00 CARBON 100% 5% 1/6W R458 1-247-817-00 CARBON 270 5% 1/6W 
R398  1-247-859-00 CARBON 15K 5% 1/6W R459 1-247-831-00 CARBON 1K 5% 1/6W 
8400 1-247-877-00 CARBON 82K 5% 1/6W R460 1-247-827-00 CARBON 680 5% 1/6W 
R401 1-247-873-00 CARBON 56K 5% 1/6W R461 1-247-827-0900 CARBON 680 5% 1/6W 
8402 1-247-883-00 CARBON 150K 5% 1/6W 8462 1-247-827-00 CARBON 680 5% 1/6W 
8403 1-247-867-00 CARBON 3X 5% 1/6W 8463 1-247-827-00 CARBON 680 5% 1/6W 
#404 1-247-869-00 CARBON 39K 5% 1/6W R464 1-247-831-00 CARBON 1K 5% 1/6W 
R405  1-247-891-00 CARBON 33% 5% 1/6W R465 i-247-823-00 CARBON 470 5% 1/6W 
R406 1-247-870-00 CARBON 4% 5% 1/6W R466 1-247-835-00 CARBON 1.5K 5% 1/6W 
8407 1-247-867-00 CARBON 3X 5% 1/6W R468 1-247-827-00 CARBON 680 5% 1/6W 
8408  1-247-855-00 CARBON 10K 5% 1/6W 8469 1-247-855-00 CARBON 10K 5% 1/6W 
R409 1-247-849-00 CARBON 5.0K 5% 1/6W R470  1-247-863-00 CARBON 22K 5% 1/6W 
8410 1-247-867-00 CARBON 3% 5% 1/6W R471 1-247-857-00 CARBON 12K 5% 1/6W 
8411 1-247-854-00 CARBON 9.1K 5% 1/6W 8472 1-247-827-00 CARBON 680 5% 1/6W 
8412 1-246-505-00 CARBON 22K 5% 1/4W #473  1-247-837-00 CARBON 1.8K 5% 1/6W 
8415 1-247-815-00 CARBON 220 5% 1/6W 8474 1-247-875-00 CARBON 68K 5% 1/6W 
8414 1-247-853-00 CARBON 8.2K 5% 1/6W 8475 1-247-823-00 CARBON 470 5% 1/6W 
8415  1-247-815-00 CARBON 220 5% 1/6W 8477 1-247-831-00 CARBON ж 5% 1/6W 
8416 1-247-853-00 CARBON 8.2K 5% 1/6W R478 1-247-819-00 CARBON 330 5% 1/6W 
8417  1-247-879-00 CARBON 10% 5% 1/6W 8479 1-247-867-00 CARBuii 3X 5% 1/6W 
R418 1-247-903-00 CARBON 1M 5% 1/6W R480 1-247-852-00 CARBON 7.5K 5% 1/6W 
8419 1-247-837-00 CARBON 1.8K 5% 1/6W R481 1-24/-829-00 CARBON 820 5% 1/6W 
8420 1-247-835-00 CARBON 1.5K 5% 1/6W #482 1-247-831-00 CARBON 1K 5% 1/6W 
8424 1-247-855-00 CARBON 10K 5% 1/6W R483 1-247-815-00 CARSON 220 5% 1/6W 
8425 1-247-807-00 CARBON 100 5% 1/6W 8484 1-247-863-00 CARBON 22K 5% 1/6W 
8426  1-247-876-00 CARBON 75K 5% 1/6W R485 1-247-863-00 CARBON 22K 5% 1/6W 
R428 1-247-825-00 CARBON 560 5% 1/6W R486  1-247-863-00 CARBON 22K 5% 1/6W 
8429 1-247-859-00 CARBON 15K 5% 1/6W R487 1-247-867-00 CARBON 3X 5% 1/6W 
R430 1-247-807-00 CARBON 100 5% 1/6W R490 1-247-875-00 CARBON 68K 5% 1/6W 
R431 1-247-875-00 CARBON 68K 5% 1/6W 8492  1-247-879-00 CARBON 1000 5% 1/6W 
R433 1-247-875-00 CARBON 68K 5% 1/6W | 8493 1-247-831-00 CARBON 1K 5% 1/6W 
R434 1-247-867-00 CARBON 3X 5% 1/6W #494 1-247-843-00 CARBON 3.3K 5% 1/6W 
R435 1-247-839-00 CARBON 2.2K 5% 1/6W 8495 1-247-855-00 CARBON 10K » 1/6W 
R436 1-247-875-00 CARBON 68K 5% 1/64 8496 1-247-871-00 CARBON 47K 5% 1/60 
8437 1-247-873-00 CARBON 56K 5% 1/6W 8497  1-247-855-00 CARBON 10K 5% 1/6W 
R438 1-247-838-00 CARBON 2K 5% 1/6W R498 1-247-855-00 CARBON 10K : 1/6W 
R440 1-247-807-00 CARBON 100 5% 1/6W R499 1-247-855-00 CARBON 10K 5% 1/6W 
—51— 


Ref.No Part No 


R50! 
R502 
R503 
R504 
R505 


R506 
R507 
R508 
R509 
R510 


R511 
R512 
R513 
R514 
R515 


R516 
R517 
R518 
R519 
R520 


R521 
R523 
R524 
R525 
R528 


R530 
R534 
R535 
R536 
R537 


R538 
R539 
R540 
R541 
R542 


R543 
R545 
R573 
R841 
R842 


RV301 
RV302 
RV303 
RV305 
RV306 


RV307 
RV308 
RV309 
RV339 
RV331 


RV332 


Description 


1-247-875-00 CARBON 68K 5% 
1-247-855-00 CARBON 10K 5% 
1-247-831-00 CARBON 1K 5% 
1-247-831-00 CARBON 1K 5% 
1-247-875-00 CARBON 68K 5% 
1-247-855-00 CARBON 10K 5% 
1-247-831-00 CARBON 1K 5% 
1-247-875-00 CARBON 68K 5% 
1-247-855-00 CARBON 10K 52 
1-247-831-00 CARBON 1K 5% 
1-247-807-00 CARBON 100 5% 
1-247-8/5-00 CARBON 68K 5% 
1-247-863-00 CARBON 22K 5% 
1--47-863-00 CARBON 22K 5% 
1-247-863-00 CARBON 20K 5% 
1-247-813-00 CARBON 180 5 
1-247-831-00 CARBON 1K 5% 
1-247-823-00 CARBON 470 5% 
1-247-843-00 CARBON 3.3K 5% 
1-247-835-00 CARBON 1.5K 5% 
1-247-807-00 CARBON 100 5% 
1-247-831-00 CARBON 1K 5% 
1-247-807-00 CARBON 100 5% 
1-247-869-00 CARBON 39K 5% 
1-247-843-00 CARBON 3.3K 5% 
1-247-814-00 CARBON 200 5% 
1-247-826-00 CARBON 620 5% 
1-247-878-00 CARBON 91K 5% 
1-247-882-00 CARBON 13% 5% 
1-247-865-00 CARBON 27K 5% 
1-247-872-00 CARBON SIK 5% 
1-247-829-00 CARBON 820 5% 
1-247-855-00 CARBON 10 5% 
1-247-827-00 CARBON 680 5% 
1-247-831-00 CARBON 1K 5% 
1-247-838-00 CARBON 2K 5% 
1-247-883-00 CARBON 150K 5% 
1-246-480-00 CARBON 2K 5% 
1-247-870-00 CARBON 4X 5% 
1-247-879-00 CARBON 100% 5% 
VARIABLE RESISTOR 

1-226-849-00 RES, ADJ, CARBON 3.3K 
1-226-852-00 RES, ADJ, CARBON 22K 
1-226-852-00 RES, ADJ, CARBON 22K 
1-226-853-00 RES, ADJ, CARBON 47K 
1-226-850-00 RES, ADJ, CARBON 4.7K 
1-226-850-00 RES, ADJ, CARBON 4.7K 
1-226-846-00 RES, ADJ, CARBON 470 
1-226-851-00 RES, ADJ, CARBON 10K 
1-226-845-00 RES, ADJ, CARBON 330 
1-226-847-00 RES, ADJ, CARBON 1K 
1-226-849-00 RES, ADJ, CARBON 3.3K 


1/4W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/64 
1/6W 
1/6W 
1/6W 


1/6W 


„1/6W 


1/6W 
1/6W 
1/6¥! 


1/6W 
1/6W 
1/6W 
1/6W 
1/6W 


1/6W 
1/6W 
1/4W 
1/6W 
1/6W 


Remark 


^ 


Ref.No Part No 


X301 
x302 


Description 


SWITCH 


1-553-725-00 
1-553-725-00 
1-553-725-00 
1-553-725-00 
1-553-725-00 


1-553-725-00 


SWITCH, SLIDE 
SWITCH, SLIDE 
SWITCH, SLIDE 
SWITCH, SLIDE 
SWITCH, SLIDE 


SWITCH, SLIDE 


TRANSFORMER 


1-425-786-00 
1-404-081-00 
1-404-146-00 
1-408-532-00 
1-408-532-00 


1-408-513-00 
1-409-193-00 
1-409-193-00 
1-408-513-00 


TRANSFORMER, BANDPASS (BPT ) 
TRANSFOMER, DELAY ADJUST 
TRANSF ORMER 


COIL, 
COIL, 


COIL (VARIABLE ) 


VARIABLE 
VARIABLE 


COIL 3.58MHZ TRAP 
COIL 3.58MHZ TRAP 
COIL (VARIABLE ) 


THERMISTOR 


1-800-626-00 THERMISTOR 
1-800-944-00 THERMISTOR TH-4700 


CRYSTAL 


1-527-396-00 CRYSTAL, OSC 
1-527-345-00 CRYSTAL, OSC 


Remark 


Se fe e he he e e eee he hee e e e fee hee eee e fe e ee e e e fe e e fece e ee hee e e efe ee eee fee de e de de fed n n X 


881 
BB2 
BB3 
884 
886 


887 
888 
889 
8811 
8812 


8813 
8814 
8815 
8816 
8817 


8818 


&:A-1135-200-A BB BOARD, COMPLETE 


kkkkkkkkkkkkkkkkkk 


е #0700 тсе»е © 


1-536-781-00 TERMINAL BOARD, INPUT/PUTPUT 
6:4-323-833-00 HEAT SINK, PIN OUT 


CONNECTOR 


:1-560-128-00 
:1-560-224-00 
:1-560-290-00 
1-560-123-00 
:1-560-125-00 


1-560-290-00 
:1-560-123-00 
:1-560-290-00 
1-560- 125-00 
1-560-123-00 


1-560-156-00 
1-560-224-00 
1-560-290-00 
1-560-290-00 
1-560-125-00 


: 1-560-290-00 


BB19 6: 1-508-765-00 


PLUG, 
PLUG, 
PLUG, 
PLUG, 
PLUG, 


PLUG, 
PLUG, 
PLUG, 
PLUG, 
PLUG, 


PLUG, 
PLUG, 
PLUG, 
PLUG, 
PLUG, 


PLUG, 


CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 


CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 


CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 


CONNECTOR 


3P PLUG (M) 


.5MM PITCH) 
.5MM) 10P 
«ЭММ PITCH) 
.5ММ) 3P 


.5ММ) ЗР 
«ЭММ PITCH) 


2 

2 

2 

2 

2 

2.5MM PITCH) 
2 

2 

2.5MM) 5P 
2 

2 


2.5MM) 10P 
(2.5MM PITCH) 
(2.5MM PITCH) 
(2.5MM) 5P 


(2.5MM PITCH) 


Ref.No Part No 


C601 
C602 
C603 
C604 
C605 


C606 
C607 
C608 
C609 
C611 


C613 
C615 
C617 
C618 
C620 


C621 
C622 
C623 
C624 
C626 


C627 
Co31 
C632 
C633 
C634 


C637 
C640 
C641 
C642 
C643 


C644 
C645 
C646 
C647 
C648 


C649 
C650 
C651 
C652 
C653 


C654 
C655 
C656 
C657 
C658 


C659 
C661 
C662 
C663 
C664 


C665 


Description 


CAPACITOR 


1-123-328-00 
1-123-356-00 
1-123-331-00 
1-123-356-00 
1-123-332-00 


1-123-356-00 
1-123-332-00 
1-123-356-00 
1-123-332-00 
1-123-380-00 


1-123-380-00 
1-125-380-00 
1-12 -380-00 
1-123-356-00 
1-123-331-00 


1-123-380-00 
1-123-331-00 
1-102-129-00 
1-123-333-00 
1-123-332-00 


1-101-006-00 
1-123-333-00 
1-102-824-00 
1-102-824-00 
1-123-333-00 


1-123-356-00 
1-123-356-00 
1-123-356-00 
1-123-332-00 
1-123-332-00 


1 -123-332-00 
1-102-820-00 
1-102-820-00 
1-102-820-00 
1-123-333-00 


1-123-333-00 
1-123-380-00 
1-123-380-00 
1-123-380-00 
1-101-006-00 


1-123-333-00 
1-123-356-00 
1-123-356-00 
1-123-356-00 
1-123-382 -00 


1-123-380-00 
1-102-129-00 
1-123-332-00 
1-123-332-00 
1-123-332-00 


1-123-356-00 


ELECT 
ELECT 
ELECT 
ELECT 
ELECT 


ELECT 
ELECT 
ELECT 
ELECT 
ELECT 


ELECT 
ELECT 
ELECT 
ELECT 
“LECT 


ELECT 
ELECT 
CERAMIC 
ELECT 
ELECT 


CERAMIC 
ELECT 
CERAMIC 
CERAMIC 
ELECT 


ELECT 
ELECT 
ELECT 
ELECT 
ELECT 


ELECT 
CERAMIC 
CERAMIC 
CERAMIC 
ELECT 


ELECT 
ELECT 
ELECT 
ELECT 
CERAMIC 


ELECT 
ELECT 
ELECT 
ELECT 
ELECT 


ELECT 
CERAMIC 
ELECT 
ELECT 
ELECT 


ELECT 


4. 7MF 
ТОМЕ 
33MF 
10MF 
47MF 


ТОМЕ 
47MF 
ТОМЕ 
47MF 
1MF 


1MF 
1MF 
1MF 
10МЕ 
33MF 


1MF 
33MF 
0.01MF 
100MF 
47MF 


0.047MF 
100MF 
470PF 
470PF 
100МЕ 


10МЕ 
10МЕ 
ТОМЕ 
47MF 
47MF 


47MF 

330PF 
330PF 
330PF 
100MF 


100MF 
1MF 

1MF 

1MF 
0.047MF 


100MF 
ТОМЕ 
ТОМЕ 
ТОМЕ 
3. ЗМЕ 


1MF 
0.01MF 
47MF 
47MF 
47MF 


10MF 


Ref.No Part No 


Co66 
C667 
C668 
C669 
C670 


C671 
C672 
C676 
C677 
C680 


C681 
C682 
C683 
C685 
C687 


C688 
C689 
C690 
C691 
C692 


C693 
C698 
C699 
C701 
C702 


C705 
C706 
C707 
C708 
C710 


C711 
C713 
C715 
C716 
C721 


C722 
C7228 
C723 
C7238 
C724 


C725 
C726 


0601 
0602 
0603 
0604 
0605 


0606 
0607 
0608 
0609 


1-102-980-00 
1-102-980-00 
1-102-980-00 
1-123-356-00 
1-123-356-00 


1-123-356-00 
1-102-129-00 
1-101-006-00 
1-102-129-00 
1-102-980-00 


1-123-356-00 
1-102-980-00 
1-123-333-00 
1-123-353-00 
1-123-356-00 


1-123-356-00 
1-102-125-00 
1-101-006-00 
1-123-332-00 
1-123-380-00 


1-123-380-00 
1-101-006-00 
1-102-129-00 
1-102-129-00 
1-102-129-00 


1-102-666-00 
1-102-666-00 
1-102-666-00 
1-123-332-00 
1-102-129-00 


1-102-129-00 
1-108-624-61 
1-102-129-00 
1-102-129-00 
1-101-006-00 


1-101-006-00 
1-123-380-00 
1-101-006-00 
1-123-380-00 
1-101-006-00 


1-101-006-00 
1-101-004-00 


Description 


CERAMIC 
CERAMIC 
CERAMIC 
ELECT 
ELECT 


ELECT 

CERAMIC 
CERAMIC 
CERAMIC 
CERAMIC 


ELECT 
CERAMIC 
ELECT 
ELECT 
ELECT 


ELECT 
CERAMIC 
CERAMIC 
ELECT 
ELECT 


ELECT 

CERAMIC 
CERAMIC 
CERAMIC 
CERAMIC 


CERAMTC 
CERAMIC 
CERAMIC 
ELECT 

CERAMIC 


CERAMIC 
MYLAR 

CERAMIC 
CERAMIC 
CERAMIC 


CERAMIC 
ELECT 
CERAMIC 
ELECT 
CERAMIC 


CERAMIC 
CERAMIC 


DIODE 


8-719-911-19 
8-719-911-19 
8-719-911-19 
8-719-911-19 
8-719-911-19 


8-719-911-19 
8-719-911-19 
8-719-911-19 
8-719-911-19 


DIODE 
DIODE 
DIODE 
DIODE 
DIODE 


DIODE 
DIODE 
DIODE 
DIODE 


155119 
155119 
155119 
155119 
155119 


155119 
155119 
155119 
155119 


270PF 
270PF 
270PF 
10MF 
10MF 


10MF 

0. 01MF 

0. 047MF 
0. 01MF 
270PF 


10MF 
270PF 
100MF 
100MF 
10MF 


10MF 
0.0047MF 
0.047MF 
47MF 

1MF 


1МЕ 
0.047MF 
0.01MF 
0.01MF 
0.01MF 


12РЕ 
12РЕ 
12РЕ 
47MF 
0.01MF 


0.01MF 
0.0068MF 
0.01MF 
0.01MF 
0.047MF 


0.047MF 
IMF 
0. ^^;MF 
1MF 
0.047MF 


0.047MF 
0.01MF 


Ref.No Part No Description Remark | Ref.No Part No Description Remark 
0610 8-719-911-19 DIODE 155119 0631  8-729-178-54 TRANSISTOR 25С2785 
0611  8-719-911-19 DIODE 155119 0632  8-729-117-54 TRANSISTOR 25А1175 
0612  8-719-911-19 DIODE 155119 0633 8-729-178-54 TRANSISTOR 25C2785 
0613 8-719-100-38 DIODE RD6.2E-B2 0634 8-729-178-54 TRANSISTOR 25C2785 
0616 8-719-981-01 DIODE ERA81-004 0635  8-729-178-54 TRANSISTOR 25C2785 
IC 0636 8-729-178-54 TRANSISTOR 25C2785 
9637  8-729-178-54 TRANSISTOR 25C2785 
1C603 8-759-900-00 ІС SN74LSOON 0638 8-729-178-54 TRANSISTOR 25С2785 
IC604 5-759-900-00 ІС SN74LSOON 0639 8-729-178-54 TRANSISTOR 25С2785 
IC606 8-759-951-54 ІС SN75154N 0640  8-729-178-54 TRANSISTOR 25С2785 
IC607 8-759-974-06 ІС SN7406N 
10608 8-750-000-74 ІС CX20061 0641  8-729-178-54 TRANSISTOR 25C2785 
0640 8-729-178-54 TRANSISTOR 25С2785 
IC609 8-750-000-74 ІС CX20061 0643 8-729-178-54 TRANSISTOR 2SC2785 
IC610 8-750-000-74 ІС CX20061 0644 8-729-117-54 TRANSISTOR 25А1175 
ІС611 8. 752-201-90 ІС СХ22019 0645 8-729-117-54 TRANSISTOR 25А1175 
1С612 &-759-905-10 ІС CX884 
ІС614 8-750-000-74 ІС СХ20061 0646  8-729-178-54 TRANSISTOR 25С4785 
0649 8-729-178-54 TRANSISTOR 25С2785 
ІС615 8-759-170-05 ІС UPC78M05H 0650 8-729-178-54 TRANSISTOR 25C2785 
0651 8-729-313-42 TRANSISTOR 2501134 
COIL 
ғасы RESISTOR 
1601  1-408-226-00 MICRO INDUCTOR 82UH 
(602 1-408-399-00 MICRO INDUCTOR 1.5UH R601 1-247-881-00 CARBON 120% 5% 1/6W 
(603 1-408-399-00 MICRO INDUCTOR 1.5UH R602 1-247-895-00 CARBON 470K 5% 1/6W 
L604 1-408-399-00 MICRO INDUCTOR 1.5UH 8603 1-247-855-00 CARBON 10K 5% 1/6W 
R604 1-247-842-00 CARBON 3K 5% 1/6W 
TRANSISTOR R606 1-247-831-00 CARBON 1K 5% 1/6W 
Q601  8-729-178-54 TRANSISTOR 25C2785 #607 1-247-807-00 CARBON 100 5% 1/6W 
0602 8-729-178-54 TRANSISTOR 25C2785 R608 1-247-871-00 CARBON 47K 5 1/6W 
0603 8-729-178-54 TRANSISTOR 25С2785 R610 1-247-867-00 CARBON 3X 5% 1/6W 
0604  8-729-178-54 TRANSISTOR 2SC2785 8612 1-247-807-00 CARBON 100 54 1/6W 
0605 8-729-178-54 TRANSISTOR 25С2785 R615 1-247-817-00 CARBON 270 5% 1/6W 
0606 8-729-178-54 TRANSISTOR 2562785 8616 1-247-835-00 CARBON 1.5K 5% 1/6W 
0608 8-729-178-54 TRANSISTOR 25С2785 R618 1-247-831-00 CARBON 1K 5% 1/6W 
0611  8-729-178-54 TRANSISTOR 25С2785 8619 1-247-875-00 CARBON 68K 5% 1/6W 
0612  8-729-178-54 TRANSISTOR 25С2785 R620  1-247-867-00 CARBON 3X 5% 1/6W 
0613 8-729-178-54 TRANSISTOR 25С2785 R621 1-247-831-00 CARBON 1K 5% 1/6W 
0614 8-729-178-54 TRANSISTOR 25С2785 R622 1-247-807-00 CARBON 100 5% 1/6W 
0615 8-729-178-54 TRANSISTOR 25C2785 R623 1-247-831-00 CARBON 1K 5% 1/6W 
0616 8-729-178-54 TRANSISTOR 25С2785 R624 1-247-875-00 CARBON 68K 5% 1/6W 
0617 8-729-178-54 TRANSISTOR 25C2785 R625. 1-247-867-00 CARBON 2% 5% 1/6W 
0618  8-729-178-54 TRANSISTOR 25С2785 R626  1-247-831-00 CARBON 1K 5% 1/6W 
0619 8-729-117-54 TRANSISTOR 25А1175 8627  1-247-807-00 CARBON 100 5% 1/6W 
0620 8-729-117-54 TRANSISTOR 25А1175 R628 1-247-831-00 CARBON 1K 5% 1/6W 
0621  8-729-117-54 TRANSISTOR 25А1175 R629 1-247-875-00 CARBON 68K 5% 1/6W 
0622 8-729-178-54 TRANSISTOR 25С2785 8630 1-247-867-00 CARBON 3X 5% 1/6W 
0623 8-729-178-54 TRANSISTOR 25С2785 R631 1-247-831-00 CARBON 1K 5% 1/6W 
Q624  8-729-178-54 TRANSISTOR 25C2785 R632 1-247-807-00 CARBON 100 5% 1/6W 
0625  8-729-178-54 TRANSISTOR 25С2785 8633 1-247-871-00 CARSON 47K 5% 1/6W 
0626 8-729-178-54 TRANSISTOR 25C2785 R634 1-247-867-00 CARBON 3X 5X 1/6W 
0627  8-729-178-54 TRANSISTOR 25С2785 8635 1-247-871-00 CARBON 47K 5% 1/6W 
0628  8-729-178-54 TRANSISTOR 25С2785 8636 1-247-867-00 CARBON 3X 5% 1/6W 
0629  8-729-178-54 TRANSISTOR 25С2785 R637  1-247-871-00 CARBON 47K 5% 1/6W 
0630 8-729-178-54 TRANSISTOR 25С2785 R638 1-247-867-00 CARBON 3X 5% 1/6W 
-54 e: 


Ref.No Part No 


R639 
R640 
R641 
R642 
R644 


R645 
R646 
R651 
R652 
R653 


R654 
R656 
R657 
R658 
R659 


R660 
R661 
R662 
R663 
R664 


R665 
R666 
R667 
R668 
R669 


R570 
R671 
R6/2 
R673 
R674 


R675 
R676 
R677 
R678 
R679 


R630 
R681 
R682 
R683 
2584 


R685 
R686 
R687 
R688 
R689 


R690 
R691 
R692 
R693 
R694 


R695 
R696 
R697 


1-247-867-00 
1-247-871-00 
1-246-873-11 
1-247-867-00 
1-247-807-00 


1-247-825-00 
1-247-820-00 
1-247-807-00 
1-247-807-00 
1-247-807-00 


1-247-807-00 
1-247-807-00 
1-247-847-00 
1-247-831-00 
1-247-847-00 


1-247-847-00 
1-247-847-00 
1-247-841-00 
1-247-847-00 
1-247-831-00 


1-247-875-00 
1-247-867-00 
1-247-831-00 
1-24) -807-00 
1-247-831-00 


1-247-875-00 
1-247-867-00 
1-247-831-00 
1-247-807-00 
1-247-831-00 


1-247-875-00 
1-247-867-00 
1-247-807-00 
1-247-831-00 
1-247-857-00 


1-247-843-00 
1-247-843-00 
1-247-843-00 
1-247-843-00 
1-247-843-00 


1-247-843-00 
1-247-843-00 
1-247-859-00 
1-247-831-00 
1-247-831-00 


1-247-831-00 
1-247-807-00 
1-247-807-00 
1-217-807-00 
1-247-831-00 


1-247-843-00 
1-247-815-00 
1-247-815-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARE ON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 


wie е 


Remark 


R698 
R699 
R700 
R701 
R702 


R703 
R704 
R705 
R707 
R708 


R709 
R710 
R711 
R712 
R713 


R714 
R715 
R716 
R717 
R718 
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Ref.No Part No 
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1-247-804-00 


1-247-859-00 
1-247-843-00 
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Ref.No Part No Description Remark | Ref.No Part No Description Remark 
R752 1-247-847-00 CARBON 4.7K 5% 1/6W R820 1-247-863-00 CARBON гк 5% 1/6W 
R753  1-247-831-00 CARBON 1K 5% 1/6W R821  1-247-843-00 CARBON 3.3K 5% 1/6W 
R754  1-247-831-00 CARBON 1K 5% 1/6W R822 1-247-823-00 CARBON 470 5% 1/6W 
R755 1-247-831-00 CARBON 1K 5% 1/6W R823 1-247-831-00 CARBON ІК 5% 1/6W 
R756 1-247-821-00 CARBON 390 5% 1/6W | R824 1-247-831-00 CARBON 1K 5% 1/6W 
R757  1-247-807-00 CARBON 100 5% 1/6W R825  1-247-831-00 CARBON ІК 52 1/6W 
R758 1-247-821-00 CARBON 390 5 1/6W R826 1-247-807-00 CARBON 100 5% 1/6W 
R759  1-247-807-00 CARBON 100 5% 1/6W | R827 1-247-823-00 CARBON 470 % 1/6W 
R760  1-247-821-00 CARBON 390 5% 1/6W | А841 1-215-469-00 CARBON 100K 5% 1/6W 
R76] 1-247-807-00 CARBON 100 5% 1/6W | R842  1-215-460-00 CARBON 4X 5% 1/6W 
R762 1-247-847-00 CARBON 4.7K 5% 1/6W VARIABLE RESISTOR 
R763 1-247-847-00 CARBON 4.7K 5% 1/6W 
R764 1-247-817-00 CARBON 270 5% 1/6W RV601 1-226-772-00 RES, ADJ, METAL GLAZE 4.7K 
R765 1-247-838-00 CARBON 2K 5% 1/6W RV602 1-226-773-00 RES, ADJ, METAL GAZE 22K 
R766 1-247-840-00 CARBON 2.4K 5% 1/6W RV603 1-226-773-00 RES, ADJ, METAL GLAZE 22K 
| RV604 1-226-773-00 RES, ADJ, METAL GLAZE 22K 
R767 1-247-831-20 CARBON iK 5% 1/6W RV605 1-226-773-00 RES, ADJ, ETAL GAZE 22K 
R768 1-247-859-00 CARBON 15K 5% 1/64 
R769 1-247-804-00 CARBON 75 r^ 1/6W trkkktktkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkiktikkikkkkkkikkkkkkkkk 
R770  1-247-831-00 CARBON 1K 5% 1/6W | 
R771  1-247-859-00 CARBON ISK 5% 1/6W | &:A-1245-182-A Р BOARD, COMPLETE 
fe fe fe e ehe e oe feo e f d n fX 
R772  1-247-886-00 CARBON 200% 5% 1/6W 
8773  1-247-846-00 CARBON 4.3K 5% 1/6W A.1-534-517-23 АС CORD 
R774 1-247-851-00 CARBON 6.8K 5% 1/6W | 1-543-194-00 CORE, BEAD 
R776  1-247-859-00 CARBON 15K * 1/6W 3-701-810-31 SCREW, TERMINAL 
2777  1-247-635-00 CARBON 470K 5% 1/Fa | %:3-701-947-19 LABEL, FUSE 
%:3-703-141-00 HOLDER, PCB 
R778  1-247-847-00 CARBON 4.7К 5% 1/6W | 
R/79  1-247-831-00 CARBON ІК 5% 1/6W 4-312-237-00 CLIP, CABLE 
R780 1-247-871-00 CARBON 47K 5% 1/6W | %:4-364-719-00 CASE (A), SHIELD 
R78] 1-247-867-00 CARBON 3X 5% 1/6W %:4-364-720-00 CASE (B), SHIELD 
А782 1-247-863-00 CARBON 22K 54 1/6W | 
CAPACITOR 
R783  1-247-863-00 CARBON 22K 5% 1/6W | 
#78: 1-247-849-00 CARSON 5.6K 5% 1/6W | C601 А, 1-108-745-52 MYLAR 0. 22MF 20% 125V 
R786 1-247-8 3-00 CARBON 470 5% 1/6W C602 4,1-108-745-52 MYLAR 0. 22MF 20% 125V 
R788 1-247-859-00 CARBON 15K 5% 1/6W | C605 1-108-745-00 MYLAR 0. 22MF 20% 125V 
R789  1-247-831-00 CARBON 1K 5% 1/6W C606 1-161-748-00 CERAMIC 0.0047MF 125V 
C607 1-161-748-00 CERAMIC 0.0047MF 125V 
R790 1-247-831-00 CARBON 1K 5% 1/6W 
R79] 1-211-536-00 CARBON 390 5% 1/4M F C608  1-125-287-00 ELECT (BLOCK) 330МҒ 400V 
R792  1-212-360-00 METAL OXIDE 1 5% 1W F C609 1-161-748-00 CERAMIC 0.0047MF 125V 
R793  1-247-855-00 CARBON 10K 5% 1/64 С610 1-161-748-00 CERAMIC 0. 0047MF 125V 
R794 1-247-207-00 CARBON 100 % 1/64 | C611 1-161-748-00 CERAMIC 0. 0047MF 125V 
C612  1-151-748-00 CERAMIC 0. 0047MF 125V 
R795  1-213-125-00 METAL OXIDE 33 5% 1W F 
8797  1-247-047-00 CARBON 4.7К 5% 1/6W C613 1-161-748-00 CERAMIC 0.0047MF 125V 
R798  1-247-843-00 CARBON 3.3K 5% 1/6W C616  1-129-/06-51 FILM 0. 0022MF 10% 630V 
R799  1-247-861-00 CARBON 18K 5% 1/6W C617 1-102-327-00 CERAMIC 330PT 15% 1.5KV 
R800  1-247-807-00 CARBON 100 5% 1/6W C618 1-123-360-00 ELECT LUOMF 20% 50V 
C619  1-123-335-00 ELECT 330MF 20% 25V 
R801  1-247-843-00 CARBON 3.3K 5% 1/6W 
8806  1-246-446-00 CARBON 75 5% 1/4W C620 1-123-381-00 ELECT 2. 2MF 20% 50V 
8810 1-247-799-00 CARBON 47 5% 1/6W C621 1-102-002-20 CERAMIC 680PF 10% 500V 
R811  1-247-838-00 CARBON 2% 5% 1/6W | C622  1-108-376-00 MYLAR 0. 0082 MF 10% 100V 
R812 1-247-843-00 CARBON 3.3K 5% 1/6W | C623  1-102-959-00 CERAMIC 22PF 5% 50V 
C624 1-108-36%-00 MYLAR 0.0022MF 10% 100V 
R814  1-247-843-00 CARBON 3.3K 5% 1/6W 
8815 1-247-843-00 CARBON З.ЗК 5% 1/6W | C625 1-108-379-00 MYLAR 0.015MF 10% 100V 
R817  1-247-831-00 CARBON 1K 5% .1/oW C626 1-102-327-00 CERAMIC 330PF 15% 1.5KV 


NOTE: 


The components identified by 
shading and mark А are critical 
for safety. Replace only with 
part number specified. 


Les composants identifies par une trame et une 
marque A sont critiques pour la sécurité. Ne 
les remplacer que par une piece portant le nu- 
mero specifie. 
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PTH601 1-800-686-31 THERMISTOR (POSITIVE) 


Ref.No Part No Description Remark | Ref.No Part No Description Remark 
C627  1-123-024-00 ELECT 33MF 160V TRANSISTOR 
C628  1-124-131-00 МЕСТ 47MF 20% 100V 
C630 1-102-030-00 CERAMIC 330PF 10% 500V 0601 8-719-000-28 THYRISTOR CRU2AM-8 
C631 1-124-128-00 МЕСТ 470МҒ 20% 25V 0602 3-729-281-10 TRANSISTOR 250811 
C632  1-124-128-00 ELECT 470MF 20% 25V | 3-701-353-00 SPACER, MICA , 0602 
3-701-609-00 BUSHING (8), TR , 9602 
C634 1-102-030-00 CERAMIC 330PF 10% 500у 6:4-314-928-01 RETAINER (70-3), TRANSISTOR , 9602 
C636 1-123-332-00 МЕСТ 47МҒ 20% 25V 
C637 1-102-121-00 CERAMIC 0. 0022MF 10% 50V $:4-336-010-00 HEAT SINK , 0602 
C638 1-123-332-00 МЕСТ 47МҒ 20% 16V 
C639 1-108-949-00 MYLAR 0. IMF 10% 50V RESISTOR 
DIODE | R602 1-206-680-00 METAL OXIDE 4.7K 5% 2M F 
| А603  1-247-289-00 CARBON 8.2M 5% 1W 
0601 323-719-911-55 DIODE U05G 8604  1-244-921-00 CARBON 100% 5% 1/2W 
0602 8-719-503-06 DIODE S3WB6UZ | R605 1-212-356-00 METAL OXIDE 0.47 5% 1W F 
0603 8-719-100-68 DIODE RD13E-B2 | R606  1-247-851-00 CARBON 6.8K 5% 1/6W 
0605  8-719-901-83 DIODE 15583 | 
0606  8-719-300-45 DIODE EM1Z 8607 1-244-931-00 CARBON 270K 5% 1/2W 
| R508 1-215-263-00 METAL 220K 1W 
0607 383-719-300-45 DIODE EM1Z R610 1-215-409-31 METAL 30 » 1/6W 
0608  2-719-901-83 DIODE 15583 R611 1-246-981-00 CARBON 4. 7. 58 1/84 F 
0609 8-719-901-93 DIODE V19E R612  1-215-449-00 METAL 156 “Ьб 1/6W 
0610  8-719-928-08 DIODE ERD28-08 | 
0611 383-719-901-93 DIODE V19E R613  1-215-423-00 METAL l.2K 1% 1/6W 
8614 1-247-855-00 CARBON 10 5 1/6W 
0612 8-719-907-30 DIODE ERB84-009 | 8616 1-247-795-00 CARBON 33 5% 1/6W 
0613 8-719-901-93 DIODE V19E R617 1-215-439-00 METAL 5.6K 1% 1/6W 
| R618 1-215-429-00 METAL 2:20 1 1/6W 
CONNECTOR | 
Rol9  1-206-519-00 METAL OXIDE 22 5% 34 F 
Fl %:1-506-371-00 2P PLUG (L) | 2620 1-206-477-00 METAL OXIDE 39 5% 2M F 
F2 %:1-506-3/1-20 2P PLUG (L) R623 4.1-202-724-51 SOLID 2.7M 10% 1/2W 
F3 %:1-508-755-00 ЗР PLUG (M) | R625 А,1-202-647-35 SOLID 1.2M 10% 1/2W 
F4 6:1-508-755-00 ӨР PLUG $48626 A METAL 1/6W 
FUSE | 2633 1-206-690-00 METAL OXIDE ік 5% ги F 
| 8634 1-211-417-00 CARBON 22 5% 1/84 F 
Ғ601 А,1-532-656-11 FUSE, GLASS TUBE 6.3A 8635  1-212-370-00 METAL OXIDE 6.8 ^ 1W F۴ 
6: 1-533-087-00 HOLDER, FUSE, F601 | 8636  1-212-367-00 METAL OXIOE 3.9 » 1W F 
| 
| 
IC | VARIABLE RESISTOR 
12601 8-759-046-00 IC TDA4600 RV601 1-226-663-00 RES, ADJ, METAL GLAZE ІК 
6:4-356-301-00 HEAT SINK (0), IC601 | 
TRANSFORMER 
COIL | KSG 
1601 8,1-421-556-21 TRANSFORMER, LINE FILTER (LFT) 
L601 1-408-225-00 MICRO INDUCTOR 3. ЗОН | T602 4,1-421-412-11 COIL, FERRITE 
L602 1-408-421-00 MICRO INDUCTOR 100UH T603 4,.1-421-584-11 TRANSFORMER, FERRITE (SRT) 
(603 1-425-613-00 COIL, AIR-CORE, QF TYPE 
L604 1-459-215-00 CORE COIL kkkkkakkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkikkkkkkkkkkk 
L605 1-408-403-00 MICRO INDUCTOR 3. ЗОН 
| 6:А-1330-452-А С BOARD, COMPLETE 
L608 1-459-215-00 CORE СОМЫ deseeieieieieieieieieieieieinini 
(610 1-407-184-ХХ MICRO INDUCTOR 3. ЗИН | 
L611  1-407-364-00 COIL, SPOOK CHOKE 1-526-645-00 SOCKET, CRT 
1612  1-407-184-XX MICRO INDUCTOR 3.3UH | 8:1-556-148-00 CONNECTOR ASSY, MINIATURE 3P 
6:1-556-396-00 CONNECTOR ASSY (2.5MM) 5P 
THERMISTOR | $: 1-609-700-00 С BOARD 
| 


NOTE: 


The components identified by 
shading and mark Ж are critical 
for safety. Replace only with 
part number specified. 


e The components identified by М in this manaul have 
been carefully factory-selected for each set in order to 
satisfy regulations regarding X-ray iadiation. Should 
replacement be required, replace only with the value 
originally used. 
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Les composants identifies par une trame et une 
marque А sont critiques pour la sécurité. Ne 
les remplacer que par une piece portant le nu 
mero specifie. 
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Ref.No Part No Description Remark | Ref.No Part No Description Remark 
CONNECTOR R717  1-202-834-00 SOLID 27K 1/2W 
8718 1-202-549-00 SOLID 100 10%  1/2M 
Cl 6:1-508-765-00 ЗР PLUG (M) R719  1-202-842-51 SOLID 220K 1/24 
C2 %:1-508-786-00 2P PLUG (M) R720  1-202-719-00 SOLID ІМ 10% 1/2М 
| R721  1-202-824-00 SOLID 3. 3K 1/2W 
CAPACITOR | 
R722 1-202-719-00 SOLID 1M 10% 1⁄2 
1-121-759-00 ELECT 4. 7MF 250V R724  1-246-497-00 CARBON 10K 5% 1/4W 
1-129-737-00 FILM 0.047MF 20% 630V 8725  1-246-497-00 CARBON 10K 5% 1/44 
1-102-249-00 СЕВАМІС 680PF 20% 2KV 8726  1-246-497-00 CARBON IK 5% 1/4M 
1-123-356-00 ELECT ТОМЕ 20% 25V 8727  1-246-433-00 CARBON 22 5% 1/44 
1-108-433-00 MYLAR 0. 1MF 105 200V 
| R728  1-246-437-00 CARBON 33 5% 1/4 
1-102-822-00 CERAMIC 390PF 5 50V 8729  1-246-427-00 CARBON 33 5% 1/44 
1-102-822-00 CERAMIC 390PF 5% 50V | R730  1-246-457-00 CARBON 220 5 1/44 
1-102-82 1-00 CERAMIC 470PF 5% 50V | R731 1-246-457-00 CAREON 220 5% 1/44 
1-102-038-00 CERAMIC 0. 001MF 500V 8732  1-246-475-00 CARBON 1.2X 65% 1/4w 
1-102-219-00 СЕВАМІС 680PF 20% кү | 
| R733 1-246-475-00 CARBON 1.2K 5% 1/68 
1-123-356-00 ELECT ТОМЕ 20% 50у | R735 1-246-456-00 CARBON 200 5% 1/44 
8736 1-246-456-00 CARBON 200 % 1/41 
DIODE 8737 1-246-456-00 CARBON 200 5% 1/44 
R738 1-246-457-00 CARBON 220 5% 1/44! 
8-71 9-300-76 DIODE RHIA 
8-71 9-300-76 DIODE RHIA 2739  1-246-475-00 CARBON l.2K 5% 1/44 
8-719-300-76 DIODE RHIA 8740  1-246-437-00 CARBON 33 5% 1/64 
54 1W ۴ 


| R741  1-212-360-00 METAL OXIDE 1 
COIL 

| VARIABLE RESISTOR 
1-407-166-XX MICRO i40UCTOR 56UH 
1-407-166-XX MICRO INDUCTOR 56UH 
1-407-166-XX MICRO INDUCTOR 56UH 


1-407-701-00 MICRO INDUCTOR 4701 


RV701 1-22; 544-XX RES, ADJ, CARBON 4.7K 
RV702 1-224-643-XX RES, ADJ, CARBON 2.2K 
RV703 1-224-654-XX RES, ADJ, CARBON 4.7K 

| RV704 1-224-643-XX RES, ADJ, CARBON 2.2K 
TRANSISTOR | RV705 1-224-644-XX RES, ADJ, CARBON 4.7K 


| 
8-729-168-82 TRANSISTOR 25С2688 | RV706A 1-226-063-00 RES, ADJ, CARBON 2.2M 
8-729-168-82 TRANSISTOR 2SC2638 RV707 1-226-114-00 RES, ADJ, METAL GLAZE 2.2M 
8-729-163-82 TRANSISTOR 2SC2688 RV708 1-224-643-XX RES, ADJ, CARBON 2.2К 
8-729-281-53 TRANSISTOR 25С1815 
8-729-281-53 TRANSISTOR 2SC1815 


ikkkkkkkkkkkkkkkkkkkkkkkkkkkikkkkkkkkkkkkktkkkkkkkkkkkkkkkkkkkkw 


8-729-281-52 TRANSISTOR 25С1815 %:1-609-701-00 02 BOARD 


Je e hee e de d x 


| 
| 
RESISTOR | 
лак оны 8:1-560-278-00 PLUG, CONNECTOR 5P 

1-246-461-00 CARBON 330 5% 1/40 | 4:1-560-721-21 PLUG, CONNECTOR 2P 
1-246-482-00 CARBON 2.4K 5% 1/44 | 
1-206-743-00 METAL OXIDE 5.6K 5% 3 F CAPACITOR 
1-246-482-00 CARBON 2.4K 5% — l/4M | TT 
1-246-461-00 CARBON 330 5%  1/4W свој 1-108-393-00 MYLAR 0.22MF 10% 100% 

| (802 1-108-385-00 MYLAR 0.047MF 10% 100 
1-206-743-00 METAL OXIDE 5.6K 5% 3 F C803 1-108-385-00 MYLAR 0.047MF 10 100% 
1-246-461-00 CARBON 330 5% 1/4 C804 1-123-360-00 ELECT 100MF 20% 50у 
1-246-482-00 CARBON 2.4K 5% — 1/4W C805 1-123-356-00 ELECT 10MF 20% 50V 
1-206-743-00 METAL OXIDE 5.6K 5% 3 F 
1-202-824-00 SOLID 3. ЗК 1/2W C806 1-123-356-00 ELECT LOMF 20% 50) 

C807 1-123-380-00 ELECT IMF 20% 50у x 
1-202-722-51 SOLID 1.84 10%  1/2W (808 1-123-252-00 ELECT 1МЕ 160V 
1-202-824-00 SOLID 3. 3k 1/2W 
1-202-720-00 SOLID 1.2M 10%  1/2W | DIODE 
1-202-815-51 50110 47K 1/2W 
1-202-824-00 SOLID 3. 3K 1/2W | 0801 8-719-911-19 DIODE 155119 
/ 
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Ref.No Part No Description Remark | Ref.No Part No Description Remark 
COIL R624 1-215-477-31 METAL 22% `+ 1/6W 
R625  1-215-445-00 METAL 10K 1% 1/6W 
(801 1-408-244-00 MICRO INDUCTOR 18MMH R626  1-247-869-00 CARBON 39K 5% 1/6W 
1802 1-459-107-00 COIL, DUST CORE 
tkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkkk 
TRANSISTOR 
6:A-1345-405-A D BOADD, COMPLETE 
0801 8-729-313-82 TRANSISTOR 2501138 | токена 
9802 8-729-169-02 TRANSISTOR 25С2690А 
2803 8-729-117-54 TRANSISTOR 25А1175 | 6:1-526-575-00 SOCKET, PLUG 
0804 8-729-178-54 TRANSISTOR 2562785 | 6: 4-340-905-0090 HEAT SINK, V OUT 
| $:4-364-749-00 PLATE, SHIELD, Ғ.В.Т 
RESISTOR | 
CAPACITOR 
R801 1-246-497-00 CARBON 10 5% 1/4W 
R802 1-213-143-00 METAL OXIDE 1K 5% 19 F C501  1-123-380-00 ELECT 1MF 20% 50V 
R804 1-247-012-00 CARBON 1K 5% 1/4W Е C502 1-123-380-00 ELECT IMF 20% 50V 
8807 1-246-483-00 CARDON о.к 5% 1/44 C503 1-109-251-00 MYLAR 0. 1MF » 50V 
1309 1-217-265-11 WIREWOUND 22 10% 3W F C504 1-131-448-00 TANTALUM IMF 5% 35V 
C505 1-123-324-00 ELECT 1000MF 20% 16V 
R809 1-217-265-11 WIREWOUND 22 10% Зи F 
8810 1-246-425-00 CARBON 10 5% 1/44 C506  1-123-321-00 ELECT 220MF 20% 16V 
8811 1-246-491-00 CARBON 5.6K 5% 1/44 C507  1-108-377-00 MYLAR 0. 0; MF 10% 100V 
2312 1-246-511-00 CARBON 39K 5% 1/4M | C508  1-108-379-00 MYLAR 0.01 MF 10% 100V 
R813 1-246-511-00 CARSON 39K 5% 1/44 | C509 1-123-381-00 ELECT 2.2MF 20% 100V 
C510  1-161-959-00 CERAMIC 22PF 10% 500V 
#314 1-246-425-00 CARBON 10 5% 1/44 
8815  1-246-491-00 CARBON 5.6K 5% 1/44 C511  1-123-345-00 ELECT 100MF 20% 35V 
R817 1-246-471-00 CARBON 820 % 1/44 C512 1-123-369-00 МЕСТ 4.7МҒ 20% 50V 
2519 1-246-481-00 CARBON 2.0K 5% 1/44 C514 1-123-332-00 ELECT 47МҒ 20% 16V 
R820 1-246-508-00 CARBON 30K 57 1/44 C515  1-123-332-00 ELECT 47MF 20% 16V 
| C516  1-123-337-00 ELECT 1000MF 20% 25V 
VARIABLE RESISTOR | 
C517 1-123-369-00 ELECT 4. IMF 20% 50V 
RVJUJ 1-222-512-00 RES, ADJ, CARBON 10K | C518  1-131-539-00 TANTALUM 2. 2MF 5% 20V 
RV806 1-221-970-XX RES, ADJ, CARBON 500 C519 1-123-286-00 ELECT 0. 33MF 20% 50V 
RVBlo 1-226-353-00 RES, ADJ, CARSON 47K | C520 1-123-447-00 ELECT 0. 22MF 20% 50V 
| C521 1-123-362-00 ELECT 33UMF 20% 50V 
а САДА слава а а А-ДЫ на а ТАРА ТК ыў 
C522  1-123-356-00 ELECT ТОМЕ 20% 25V 
6: 1-610-150-00 03 BOARD | 2523  1-123-332-00 ELECT 47MF 20% 16V 
нв ag C524 1-108-369-00 MYLAR 0.0022MF 10% 100V 
| C525 1-121-999-00 ELECT LOMF 160V 
CAPACITOR | C526 1-123-380-00 ELECT 1MF 20% 50V 
C571 1-123-356-00 ELECT ТОМЕ 20% 16V | C527 1-108-382-00 MYLAR 0.027MF 10% 100V 
C572 1-101-004-00 CCRAMI 0. O1MF OV | C528 1-108-382-00 MYLAR 0.027MF 10% 100V 
| C529 1-123-380-00 ELECT 1MF 20% 50V 
DIODE | C530 1-123-332-00 ELECT 47MF 20% 16V 
C531 1-123-332-00 ELECT 47MF 20% 16V 
0521  8-719-911-19 DIODE 155119 
0542  8-719-911-19 DIODE 155119 C533  1-123-332-00 ELECT 47MF 20% 16V 
| C534 1-108-579-00 MYLAR 0.01MF 5% 50V 
TRANSISTOR | C535 1-123-330-00 ELECT 22MF 20% 16V 
| С537 1-123-380-00 ELECT 1MF 20% 50V 
Q541  3-729-117-54 TRANSISTOR 2541175 C538 1-108-387-00 MYLAR 0. 068MF 10% 100V 
0542 3-723-117-54 TRANSISTOR 25А1175 | 
C539 1-102-121-00 CERAMIC 0.0022MF 10% 50V 
RESISTOR | C540  1-102-824-00 CERAMIC 470PF 51 50V 
C541  1-102-820-00 CERAMIC 330PF 5% 50V 
R621  1-215-463-00 METAL SK 1% 1/6M C5^2 1-123-026-00 ELECT 2.2MF 160V 
M R622 A. METAL 1/6% C543 1-123-380-00 ELECT IMF 20% 100V 
2623 1-215-442-00 METAL TOK 1% 1/6W 
NOTE: 


The components identified by 
shading ard mark ў are critical 
for safety. Replace only with 
part number specified. 


e The components identified by 6 іп this manual have 
been carefully factory selected for each set in order to 
satisfy regulations regarding X-ray radiation. Should 
replacement be required, replace only with the value 
Originally used. 


--50-- 


Les composants identifies par une trame et une 
marque Asont critiques pour la sécurité. Ме 
les remplacer que par une piece portant le nu- 
mero specifie. 


Ref.No Part No 


C544  1-101-821-00 
C545  1-123-379-00 
C547  1-123-332-00 
C548  1-123-332-00 
C549  1-123-330-00 
C55]  1-102-228-00 
C552  1-108-377-00 
C559  1-108-579-00 
C560  1-123-318-00 
C562 1-123-380-00 
C563  1-123-332-00 
C802 1-123-379-00 
C803 1-123-379-00 
C804  1-108-377-00 
C805 1-123-331-00 
C806  1-123-331-00 
C807  1-108-567-00 
C808 1-130-022-00 
C809  1-123-357-00 
C310 1-121-246-00 
C811 1-101-004-00 
C812  1-108-389-00 
C313 1-123-380-00 
C814  1-123-385-00 
C815 1-108-38/-00 
C316 1-121-806-00 
C817 1-123-380-00 
C818 1-102-820-00 
C819  1-108-689-11 
C820 1-101-810-00 
C821  1-102-030-00 
C322 1-123-003-00 
C823  1-130-069-00 
C025 1-123-346-00 
C826  1-129-706-00 
C827 1-101-004-00 
C828  1-121-999-00 
C829  1-123-024-00 
C830 1-108-429-00 
C832 1-161-753-00 
C833  1-123-379-00 
C834  1-102-212-00 
C835  1-108-369-00 
C936 1-102-531-00 
C837  1-123-586-00 
C838 1-123-380-00 
C839  1-123-331-00 
C841 A. 1-161 -961 -11 
C843 1-123-369-00 
C844 1-108-385-00 


C845 А, 1-108-702-11 
C846 4..1-136-044-11 
C847 №.1-136-044-11 


NOTE: 


The 


for safety. 


components 


Description 


CERAMIC 
ELECT 
ELECT 
ELECT 
ELECT 


CERAMIC 
MYLAR 
MYLAR 
ELECT 
ELECT 


ELECT 
ELECT 
ELECT 
MYLAR 
ELECT 


ELECT 
MYLAR 
FILM 

ELECT 
ELECT 


CERAMIC 
MYLAR 
ELECT 
ELECT 
MYLAR 


ELECT 
ELECT 
CERAMIC 
MYLAR 
CERAMIC 


CERAMIC 
ELECT 
FILM 
ELECT 
FILM 


CERAMIC 
ELECT 
ELECT 
MYLAR 
CERAM IC 


ELECT 
CERAMIC 
MYLAR 
CERAMIC 
ELECT 


ELECT 
ELECT 
CERAMIC 
ELECT 
MYLAR 


MYLAR 
FILM 
FILM 


identified by 
shading and mark 4 are critical 
Replace only with 


part number specified. 


0. ^022MF 
0.047F 
47MF 
47MF 
22417 


470РҒ 
0.01МҒ 
0.01МҒ 
33МҒ 
1MF 


47MF 
0.47MF 
0.47MF 
0.01MF 
33MF 


33MF 
0.0033MF 
0.0022MF 
22MF 
4. 7MF 


0.01MF 
0. IMF 
1MF 

1MF 

0. 06BMF 


ИМЕ 

1MF 
330PF 

0. 0050MF 
100PF 


330PF 
1MF 

0. 43MF 
220MF 

0. 0022MF 


0. 01MF 
10МҒ 
33MF 

0. 047MF 
470PF 


0. 47MF 
82 OPF 
0.0022MF 
150PF 

0. 1MF 


1MF 

33MF 
0.0022MF 
4. IMF 
0.047MF 


0.068МЕ 
0.0017МЕ 
0.0017МЕ 


Les composants identifies par une trame et une 


marque A sont critiques pour la sécurité. 


Ne 


les remplacer que par une piece portant le т%- 
mero specifie. 


Ref.No Part No Description 
C848 A.1-136-044-11 FILM 0. 0017MF 3% 
C850 1-102-030-00 CERAMIC 330PF 10% 
C852 1-101-006-00 CERAMIC 0.047MF 
C853  1-108-373-00 MYLAR 0.0047MF 10% 
C854 1-102-223-00 CERAMIC 0.0047MF 20% 
C855  1-123-381-00 ELECT 2. 2MF 20% 
C856 1-108-373-00 MYLAR 0.0047MF 10% 
C857  1-123-357-00 ELECT 22MF 20% 
C858 1-121-999-00 ELECT 10MF 
| C859 1-143-357-00 ELECT 22MF 20% 
! 
C862  :-102-824-00 CERAMIC 470PF 5% 
C863 1-102-074-00 CERAMIC 0. 001MF 10% 
C864 1-102-976-00 CERAMIC 180PF 5% 
| C865 1-123-369-00 ELECT 4. 7MF 20% 
CONNECTOR 
02 %:1-560-290-00 PLUG, CONNECTOR (2.5MM PITCH) 
| 03 %:1-508-765-00 ЗР PLUG (M) 
| 04 %:1-560-124-00 PLUG, CONNECTOR (2.5MM) АР 
05  4:1-560-125-00 PLUG, CONNECTOR (2.5MM) 5P 
06 %:1-560-290-00 PLUG, CONNECTOR (2.5MM PiTCH) 
07 %:1-508-765-00 3P PLUG (M) 
08 %:1-560-123-00 PLUG, CONNECTOR (2.5MM) 3P 
09  4:1-560-127-00 PLUG, CONNECTOR (2.5MM) 7P 
| 010 %:1-560-290-00 PLUG, CONNECTOR (2.5MM PITCH) 
| 011 4:1-560-123-00 PLUG, CONNECTOR (2.5MM) 3P 
| 012 6:1-508-768-00 ӨР PLUG 
| 013 4&:1-503-765-00 3P PLUG (M) 
| 014 4:1-560-290-00 PLUG, CONNECTOR (2.5MM PITCH) 
| 016 %:1-560-290-00 PLUG, CONNECTOR (2.5ММ PITCH) 
017 4:1-560-125-00 PLUG, CONNECTOR (2.5MM) 5P 
| 018 ё:1-560-123-00 PLUG, CONNECTOR (2.5MM) ЗР 
| DIODE 
| 
0501  3-719-9,1-19 DIODE 155119 
0502  8-719-911-19 DIODE 155119 
0503 8-719-113-07 DIODE RD13E-8 
0504  8-719-911-55 DIODE Џ056 
0505  3-719-911-19 DIODE 155119 
| 
| 0507 8-719-911-19 DIODE 155119 
0508 8-719-911-19 DIODE 155119 
| 0509 3-719-911-19 DIUDŁ 155119 
0513 3-719-300-45 DIODE ЕМ12 
0515 8-719-911-55 0100Е 0050 
0516 8-719-911-19 DIODE 155119 
0801 8-719-100-80 DIODE RD20E-B2 
0802 3-719-300-45 DIODE EM1Z 
0803 3-719-300-76 DIODE RHIA 
0804 5-719-300-76 DIODE ?НІА 
0805 8-719-901-93 DIODE V19E 
0806 8-719-300-76 DIODE RHIA 
0807 8-719-903-09 DIODE V30N 
0809 8-719-901-93 DIODE V19E 
60 


Remark 


1.6KV 
500V 
50V 
100V 
1. 6KV 


90v 
100V 
50V 
160V 
50V 


SOV 
50V 
50V 
50V 


Ref.No Part No 


Q510 
Q511 
Q512 
4513 
Q514 


Q515 
Q516 
0518 
0519 
9520 


0521 
522 
0523 
0524 
9801 


9802 
9803 


0805 
0806 
0807 
0808 


0809 
0810 


R501 
R502 
R503 
R504 
R505 


R506 
R508 
R509 
R510 
R511 


R512 
R513 
R514 
R515 
R516 


R517 
R519 
R520 
R521 
R522 


R523 
R524 
R525 
R527 


Ref.No Part No Description Remark 
0810  8-719-911-19 DIODE 155119 
0811  8-719-911-19 DIODE 155119 
0812  8-719-100-30 DIODE RD5.1E-B2 
0813  8-719-300-45 DIODE EM1Z 
0314 8-719-300-45 DIODE ЕМ12 | 
0816  8-719-911-19 DIODE 155119 
0917 8-719-300-76 DIODE RHIA 
0819  3-719-300-76 DIODE RHIA 
0819 85-719-300-76 DIODE RHIA 
D820 8-119-911-19 DIODE 155119 
| 
CONNECTOR | 
011 %:1-506-34/-21 4P PLUG | 
DY2 %:1-506-347-21 4P PLUG 
IC 
10501 8-759-878-03 ІС LA7802 
10502 8-759-113-58 ІС UPC1350H 
10503 8-759-979-16 ІС :X7916 | 
1C504 8-750-000-74 IC СХ20061 
IC505 8-759-145-58 ІС UPC4558C 
[C506 8-719-907-13 DIODE PC713 | 
IC801 8-759-240-11 IC TC40118P | 
COIL | 
| 
1801 1-408-247-00 MICRO INOUCTOR 33MMA 
L802 1-408-247-00 MICRO INDUCTOR 33MMH 
L803 A. 1-459-451-11 COIL, FERRITE 
(804 А,1-459-261-11 COIL, VARIABLE 
L805 Å 1-459-155-11 COIL (WITH CORE) 45MH 
1806 А. 1-459-155-11 COIL (WITH CORE) 45MH 
L807 А.1-459-261-11 COIL, VARIABLE 
1808 1-407-501-31 MICRO INDUCTOR 5. 6MMH 
1809  1-407-841-00 COIL 
(811 1-407-166-ХХ MICRO INDUCTOR 560Н 
L812 1-459-155-00 COIL (WITH CORE) 45MH 
L813 1-407-364-00 COIL, SPOOK CHOKE 
L814 1-408-349-00 COIL, CHOKE 
L815 1-407-494-00 MICRO INDUCTOR 1. 5MMH 
L816 A. 1-459-457-11 COIL, VARIABLE 
1817 1-407-693-00 MICRO INDUCTOR 10UH 
1818 1-407-501-31 MICRO INDUCTOR 5. 6MMH 
| 
TRANSISTOR 
0501  8-729-117-54 TRANSISTOR 25А1175 
0502  8-729-313-42 TRANSISTOR 2501134 
0503 9-729-178-54 TRANSISTOR 25C2785 
0504 8-729-178-54 TRANSISTOR 25C2785 
0505 8-729-117-54 TRANSISTOR 2SA1175 
Q506  8-729-178-54 TRANSISTOR 25C2785 
0507  8-729-178-54 TRANSISTOR 25C2785 
Q508  8-729-117-54 TRANSISTOR 2541175 
0509 8-729-178-54 TRANSISTOR 25C2785 
NOTE: 
The components identified by 
shading and mark № are critical 
for safety. Replace only with 
part number specified. 
Les composants identifies par une trame et une 
marque A sont critiques pour la sécurité. Ме 
les remplacer que par une piece portant le nu- 
mero spécifié. 
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8-729-178-54 
8-729-178-54 
8-729-178-54 
8-729-178-54 
8-729-117-54 


8-729-117-54 
8-729-178-54 
8-729-178-54 
8-729-117-54 
8-729-255-21 


8-729-238-32 
8-729-201-32 
8-729-178-54 
8-729-178-54 
г-729-168-82 


8-729-177-43 
8-729-287-00 
3-701-353-00 
3-701-609-00 


“6: 4-314-938-01 
6: 4-336-010-00 


8-729-178-54 
8-729-178-54 
8-729-213-11 
8-729-177-43 


8-729-612-77 
8-729-177-43 


Description 


TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 
TRANSISTOR 
TRANSIS TOR 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 
TRANSISTOR 


SPACER, MICA , Q803 


25С2785 
25С2785 
25С2785 
25С2785 
25А1175 


25А1175 
25С2785 
25С2785 
25А1175 
25С2551 


2502383 
25А 1013 
25С2785 
25С2785 
25С2688 


250774 
250870 


BUSHING (8), ТЕ , 0803 
RETAINER (70-3), TRANSISTOR , 0803 


HEAT SINK , 
TRANSISTOR 
TRANSISTOR 


TRANSISTOR 25C2230A 


Q803 
2562785 
2562785 


TRANSISTOR 250774 


TRANSISTOR 2SA1207R 


TRANSISTOR 


RESISTOR 


1-247-831-00 
1-247-869-00 
1-247 -397-00 
1-247-833-00 
1-247-839-00 


1-247 -887-00 
1-247-831-00 
1-247-855-00 
1-246-458-00 
1-215-471-00 


1-212-970-51 
1-217-477-00 
1-247-829-00 
1-215-466-31 
1-247-839-00 


1-247-819-00 
1-215-458-00 
1-247-871-00 
1-212-365-00 
1-247-850-00 


1-247-883-00 
1-247-831-00 
1-247-841-00 
1-247-844-00 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
METAL 


FUSIBLE 
FUSIBLE 
C. ?BON 
METAL 

CARBON 


CARBON 
CARBON 
CARBON 
METAL OXIDE 
CARBON 


CARBON 
CARBON 
CARE ON 
CARBON 


250774 


nn 


Remark 


Ref.No Part No 


R529 
R530 
R531 
R532 
R533 


R534 
R535 
R536 
R537 
R538 


R539 
R540 
R541 
R542 
R543 


R544 
R545 
R546 
R547 
R548 


R549 
R550 
R551 
R552 
R553 


R554 
R555 
R557 
R558 
R559 


R561 
R562 
R563 
R564 
R565 


R566 
R567 
R568 
R569 
R570 


R571 
R572 
R573 
R574 
R575 


R576 
R581 
R582 
R583 
R584 


R585 
R586 
R587 


1-247-841-00 
1-247-843-00 
1-247-855-00 
1-247-862-00 
1-247-843-00 


1-247 -84 3-00 
1-247-855-00 
1-247-855-00 
1-246-465-00 
1-215-481 1 


1-247-876-00 
1-247-839-00 
1-247-839-00 
1-247-867-00 
1-247-831-00 


1-247-831-00 
1-247-819-00 
1-247-875-00 
1-247-857-00 
1-247-855-00 


1-247-84 3-00 
1-247-807-00 
1-247-873-00 
1-247-872-00 
1-247-847-00 


1-247-861-00 
1-247-841-00 
1-247-807-00 
1-247-831-00 
1-247-875-00 


1-247-807-00 
1-247-841-00 
1-247-807-00 
1-247-852-00 
1-247-879-00 


1-247-807-00 
1-247-825-00 
1-247-840-00 
1-247-831-00 
1-247-807-00 


1-247-831-00 
1-247-889-00 
1-247-865-00 
1-247-835-00 
1-247-851-00 


1-247-840-00 
1-247-855-00 
1-211-602-00 
1-247-831-00 
1-247-878-00 


1-212-992-00 
1-246-507-00 
1-246-497-00 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
METAL 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


FUSIBLE 
CARBON 
CARBON 


5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/4W 
1% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/6W 
5% 1/24 
5% 1/6W 
5% 1/6W 
5% 1/2W 
5% 1/4W 
5% 1/4W 


к — nm — m 


Remark 


Ref.No Part No 


R589 
R590 
R591 
R592 
R593 


R594 
R595 
R596 
R597 
R598 


R599 
R601 
R602 
R603 
R604 


R605 
R606 
R607 
R608 
R612 


R613 
R615 
R615 
R615 
R615 


R615 
R615 
R615 
R617 
R618 


R619 
R620 
R801 
R802 
R804 


R805 
R806 
R808 


R809 
R810 
R811 
R812 
R813 
R814 


R815 


R816 
R817 
R818 
R819 
R820 


R821 
R822 
R823 


62 


1-247-831-00 
1-247-827-00 
1-211-602-00 
1-247-879-00 
1-247-841-00 


1-247-875-00 
1-247-873-00 
1-247-807-00 
1-247-807-00 
1-247-852-00 


1-215-454-00 
1-247-843-00 
1-247-855-00 
1-247-855-00 
1-202-649-15 


1-247-854-00 
1-247-843-00 
1-213-137-00 
1-213-137-00 
1-212-861-11 


1-247-829-00 
1-246-417-00 
1-246-418-11 
1-246-419-00 
1-246-420-11 


1-246-422-11 
1-246-424-00 
1-246-427-00 
1-247-807-00 
1-246-489-00 


1-206-660-00 
1-247-852-00 
1-247-852-00 
1-247-869-00 
1-206-746-00 


1-246-783-00 
1-247-852-00 
1-247-799-00 
1-247-822-00 
1-247-819-00 


1-247-831-00 
1-212-358-51 
1-247-822-00 
1-246-483-00 
1-247-855-00 


1-247-859-00 
1-247-864-00 
1-213-159-7 ) 
1-247-012-00 
1-247-659-00 


1-213-129-00 
1-206-664-00 
1-206-660-00 


tla Вб РНС Са‏ مت سے ےے 


Description 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


METAL 
CARBON 
CARBON 
CARBON 
SOLID 


CARBON 
CARBON 
METAL OXIDE 
METAL OXIDE 
FUSIBLE 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


METAL OXIDE 
CARBON 
CARBON 
CARBON 
METAL OXIDE 


CARBON 
CARBON 
CARBON 
CARBON 
CARBON 


CARBON 
METAL OXIDE 
CARBON 
CARBON 
CARBON 


CARBON 
CARBON 
METAL OXIDE 
CARBON 
CARBON 


METAL OXIDE 
METAL OXIDE 
METAL OXIDE 
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Ref.No Part No Description Remark | Ref.No Part No Description Remark 
8825 1-244-925-00 CARBON 150K 5% 1/2W RV804 1-228-577-00 RES, ADJ, CARBON 220 
R828 1-244-923-00 CARBON 12% 5% 1/2W 
R828A 1-244-923-00 CARBON 12% 5% 1/25 RELAY 
R829  1-214-752-00 METAL 9.1K 1% 1/4W 
R829A 1-214-879-00 METAL 4.3K 1% 1/2W RY501 1-515-323-00 RELAY 
RY801 1-515-357-00 RELAY 
#8298 1-214-880-00 METAL 4.7K 1% 1/2W RY802 1-515-307-00 RELAY 
R830 1-247-614-00 CARBON 3. К 5% 1/84 
8831 1-213-143-00 METAL OXIDE 1К 5% 1W F SPARK GAP 
R832 1-247-840-00 CARBON 2.4K 57 1/6W 
8833 1-247-662-00 CARBON 560 54 1/4W Е | 56801 1-519-063-XX DISCHARGING GAP 
R834  1-244-861-00 CARBON 330 5% 1/2W TRANSFORMER 
8835 1-247-867-00 CARBON 3X 5% 1/6W 
R838 1-247-840-00 CARBON 2.4K 5% 1/6W T501 A, 1-427-512-11 TRANSFORMER, INPUT/OUTPUT 
8839 1-247-855-00 CARBON 10K 5% 1/6W T801 1-437-090-00 HDT 
R840 1-247-838-00 CARBON 2K 5% 1/6W T803 A. 1-421-583-11 TRANSFORMER, FERRITE (НРСТ) 
8841 1-247-824-00 CARBON 510 5% 1/6W fe fe he e e e de ehe dee de dece ee ee de eee hee dee ede fee ede ee de fee fede fede eee dee ede efe fee fe fede deed fes К 
R842  1-247-839-00 CARBON 2.2K 5% 1/6W 
8843 1-247-889-00 CARBON 270K 5% 1/6W $: 1-609-371-00 H BOARD 
2844 1-247-883-00 CARBON 150K 5% 1/6W мінін 
R845 1-247-874-00 CARBON 62K 5% 1/6W . 
04 5346 A CARBON 1/6W 6: 1-555-707-00 CONNECTOR ASSY (2.5MM) 10Р 
6: 1-556-321-00 CONNECTOR ASSY (2.5MM) 7P 
#847 1-247-851-00 CARBON 6.8K 5% 1/6W ё:1-556-338-00 COINNECTOR ASSY (2.5MM) 3P 
R848  1-247-857-00 CARBON 12K 5% 1/6W 6:1-556-398-00 CONNECTOR ASSY (2.5MM) 5P 
8850 1-247-850-00 CARBON 6.2K 5% 1/6W 6: 1-556-584-00 CONNECTOR ASSY (2.5MM) 2P 
8851 1-247-859-00 CARBON 15K 5% 1/6W 
R852 1-247-849-00 CARBON 5.6К 5% 1/6W $: 1-556-585-00 CONNECTOR ASSY (2.5MM) 2P 
$: 1-556-652-00 CONNECTOR ASSY (2.5MM) 4P 
8853 1-247-831-00 CARBON 1K 5% 1/6W 6:4-365-401-00 HOLDER (10 GANG), LED I 
R854 1-206-745-00 METAL OXIDE 6.8K 5% Зм F 
8855 1-247-873-00 CARBON 506 5% 1/6W DIODE 
R856 1-247-858-00 CARBON lx 5% 1/6W 
R857 1-217-418-00 FUSIBLE 0.47 5% 1/2W F 0401  8-719-114-34 DIODE SY432D 
0402  8-719-114-34 DIODE SY432D 
8858  1-217-418-00 FUSIBLE 0.47 5% 1/298 Е 0403 8-719-114-34 DIODE SY432D 
R859 1-247-800-00 CARBON 51 5% 1/6W 0404 8-719-114-34 DIODE SY432D 
#860 1-247-861-00 CARBON 18K 5% 1/6W 0405 8-719-114-34 DIODE SY432D 
R861 1-247-890-00 CARBON 30% 5% 1/6W 
8862  1-246-509-00 CARBON 3X 5% 1/4W 0406 8-719-114-34 DIODE SY432D 
0407 8-719-114-34 DIODE SY432D 
8863 1-247-861-00 CARBON 18K 5% 1/6W 0408  8-719-114-34 PTODE SY432D 
8864  1-247-867-00 CARBON 3K 5% 1/6W 0409 8-719-114-34 DIODE S430 
8865 1-211-533-00 CARBON 300 5% 1/48 Е 0410 8-719-102-34 DIODE 5062320 
R868 1-247-646-00 CARBON 1 5% 1/48 Е 
R869 1-247-831-00 CARBON 1K 5% 1/6W 0411  8-719-160-08 DIODE RD3.0F-B1 
8870 1-247-646-00 CARBON 1 5% 1/48 Е TRANSISTOR 
R871 1-247-831-00 CARBON 1К 5% 1/6W 
R872  1-213-149-00 METAL OXIDE 3.3 5% 1W F 0401  8-729-178-54 TRANSISTOR 25С2785 
VARIABLE RESISTOR | RESISTOR 
RV501 1-226-136-00 RES, ADJ, CARBON 10K R401 1-247-855-00 CARBON 10K 5% 1/6W 
RV502 1-224-965-00 HES, ADJ, CARBON 470 R402 1-247-868-00 CARBON 36K 5% 1/6W 
RV503 1-224-965-00 RES, ADJ, CARBON 470 8403 1-247-839-00 CARBON 2.2K 5% 1/6W 
RV504 1-226-774-00 RES, ADJ, METAL GLAZE 47K R404 1-247-824-00 CARBON 510 5% 1/6W 
RV506 1-223-021-00 RES, ADJ, WIREWOUND ІК R405 1-247-831-00 CARBON 1K 5% 1/6W 
RV801 1-228-160-11 RES, ADJ, METAL GLAZE Ж R406 1-247-831-00 CARSON ІК 5% 1/6W 
RV802 1-226-851-00 RES, ADJ, CARBON 10K 8407 1-247-852-00 CARBON 7.5K 5% 1/6W 


RV803 1-226-057-00 RES, ADJ, CARBON 22K 
NOTE: 


The components identified by 
shading and mark Ў, are critical 
for safety. Replace only with 
part number specified. 


e The components identified by М in this manaul have 


Les composants identifies par une trame et une been carefully factory-selected for each set in order to 


marque A sont critiques pour la sécurité. Ne satisfy regulations regarding X-ray radiation. Should 
les remplacer que par une piece portant le nu- replacement be required, replace only with the value 
mero specifie. originally used. 
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Ref.No Part No Description Remark | Ref.No Part No Description Remark 


R408 1-247-831-00 CARBON ІК 5% 1/6W SP901 1-503-109-00 SPEAKER 
#409 1-247-867-00 CARBON 3X 54 1/6W твог Á 1-439-308-11 TRANSFORMER ASSY, FLYBACK 
V901 4,8-738-312-05 CRT (330YB22) 


fe fe e fede de de ee de ede А e ede e eee e eee fee hee e e e e fefe fee e ee А eee fefe dee fede e fefe def fe fede 


VARIABLE RESISTOR 
RV401 1-228-937-00 VR 20K 


RV402 1-228-938-00 VR 20K ACCESSORIES AND PACKING MATERIALS 
RV403 1-228-938-00 VR 20K fe e e e e e efe dee eco e efe eee fefe ehe de КККК КК 
RV404 1-228-938-00 VR 20K 
RV405 1-228-936-00 VR 10K Part.No Description Remark 
RV406 1-228-936-00 VR 10K 4-491-213-22 INSTRUCTION 
4-316-037-00 BAG, POLYETHYLENE 
SWITCH 4-361-734-00 CUSHION (UPPER) (ASSY) 
4-364-735-00 CUSHION (LOWER) (ASSY) 
S401  1-516-970-00 SWITCH, SLIDE 4-365-409-00 INDIVIDUAL CARTON 
S402  1-516-970-00 SWITCH, SLIDE 
S403 1-516-970-00 SWITCH, SLIDE 4-493-779-21 MANUAL, INSTRUCTION 


5404 1-554-118-00 SWITCH, PUSH 
S405  1-554-405-00 SWITCH, PUSH (5 KEY) 


а e e e e eee e e ee e dece e e e e e ee e e e e с e e fee e e e e e e e e e e e e e ee e e e fe de e fe ede dede de ok 


MISCELLANEOUS 


kkkkkkkkkkkkk 


A. 1-162-142-21 CAP BLOCK, HIGH VOLTAGE 

A. 1-228-482-12 RESISTOR ASSY, HIGH-VOLTAGE 
1-452-032-00 MAGNET, DISK ; 10MM 6 
1-452-094-00 MAGNET, ROTATABLE DISK ; 15MM 6 
1-452-146-00 MAGNET, BMC 


A. 1-452-214-12 CRT NECK ASSY (Н TYPE) 
:1-509-779-00 6P CONNECTOR ASSY 
:1-551-604-00 CONNECTOR ASSY, MINIATURE 3P 
:1-551-793-00 CONNECTOR ASSY (L) 2P 
:1-551-854-00 CONNECTOR ASSY 1P 


:1-555-014-00 CONNECTOR ASSY MINIATURE 3P 
:1-555-200-00 CONNECTOR ASSY (2.5MM) 4P 
:1-555-345-00 CONNECTOR ASSY (2.5MM) 2P 
:1-555-348-00 CONNECTOR, MINIATURE 1P 
:1-555-707-00 CONNECTOR ASSY (2.5MM) 10P 


:1-555-957-00 CONNECTOR ASSY (2.5MM) 2P 
:1-555-962-00 CONNECTOR ASSY (2.5MM) 5P 
:1-555-965-00 CONNECTOR ASSY (2.5MM) 5Р 
:1-555-973-00 CONNECTOR ASSY (LARGE ) 4P 
:1-556-016-00 CONNECTOR ASSY (2.5MM) 3P 


:1-556-018-00 CONNECTOR ASSY (2.5MM) 3P 
:1-556-148-00 CONNECTOR ASSY, MINIATURE 3P 
:1-556-584-00 CONNECTOR ASSY (2.5MM) 2P 
:1-556-585-00 CONNECTOR ASSY (2.5MM) 2P 
:1-556-671-00, CONNECTOR ASSY (2.5MM) 8P 


%:1-556-855-00 «CONNECTOR ASSY (2.5MM) 12P 


у 
1901 A. 1-451-160-32 DEFLECTION YOKE (51-97) 
L902 A. 1-426-086-12 COIL, DEGAUSSING 
L903 A. 1-426-086-12 CHIL, DEGAUSSING 
$901 A. 1-553-584-12 SWITCH, PUSH (POWER) 


NOTE: 


The components identified by 
shading and mark / are critical 
for safety. Replace only with 
part number specified. | 


Les composants identifies par une trame et ипе 
marque А ѕопї critiques pour la sécurité. Ne 
les remplacer que par une piece portant le nu- 
mero specifie. 


Designation de | 


TRONS NS E TIS OSTREAM LSE FT PT BENE 


HARDWARE NOMENCLATURE 


Serew: ۹ P310 | 
| | L——L Length in mm L L 
| | О Diameter ın mm i | 
Type of head Tw „= 


Indicated slotted-head only. 
Unless otherwise indicated, it means 
cross-recessed head (Phillips type). 


Reference 


Designation Remarks 


Description 
БЕРЕСІЗ 
pan-head screw 


binding-head (BI screw tor 
replacement 


binding: head (B) screw and 
flat washer for replacement 


9 


pan-head screw with 
washer face 


---- 一 - 一 一 一 一 - + 
pan head screw with 
spring washer 


bind:ng-head (B) screw and 
spring washer for replace- 
ment 


binding. head (В) screw and 
spring and flat washers for 
replacement 


round-head screw binding-head (В) screw for 
replacement 
EM ЕЕ АЕС Y e = 
flat-countersunk-head | 
screw 


pan- head screw with 
spring and flat washers 


- ------------- + 

ома! countersunk head 
screw 

.- om e وه‎ 


binding-head screw 


1 TEx 
truss-head screw binding nead (B) screw for 


replacement 


= ж 


Ф 


flat fillister head screw 


+ 


fiilister-Nead screw 


зааттотов ве 


brazier-head screw 


NOMENCLATURE 


Vis РЗ. 10 


= 


( Longueur еп тт l 


> —— D Diamètre өп тт 


— Type de tete 
777 Précise le type de rainure de la tete 


Sauf indication contraire ıl s'agit de vis 


cruciforme (Type Phillips) 


For Description Remarques 
| ја reference ғғ p а 
- - Ep س س ل ل س ل ن‎ ~ - —— — 
VIS 
T ” - - — - 一 -一 一 
P | 1 Vis a tóte cylindrique Peut @tre remplacee par une vis 
| У large а tête cylindrique (В) 
+ - - Ве é 
PWH | F š ut etre rempiacee par une vis 
| Яз Vis а tête cylindrique ели кеме (BY et ung 
+ uż ғ. = tonos гі cz фаса? EZ rondelle fixe Ф ы 
PS | Vis a téte cylindrique large Peut @tre remplacee par une vis 
PSP w3 et rondelle а ressort txe а tete cylindrique (B) et une 
rondelle a ressort 
+ - — À— —— -个 一 5 — — — .. _ 
t etre remplacee par une vis 
Vis a tête cylindrique lar w 
=> Ke et rondelies plates, et a ія a tete cylindrique (В) et une 
PSPW ressort rondelle piate plus une rondelle 
| і демон. _____ 
R ` Vis a tête ronde Peut etre remplacee par une vis 
» 3 а tete cyl.ndr.que (BI 
* М 一 - -一 - 一 一 -全 一 


4 Vis à tete fraisee 


„'satete fraise bombee 


4 4 = کے‎ ae Rae oe 
8 > 3 Vis а tête cylindrique 
v 
m - - —— 
T қ Vis à tête ronde large Peut étre remplacée par une vis 
à tête cylindrique (В) 
%ДҘ---------------------------4 
|| 

F қ 3 Vis à tète томіге plate | 

+ a ЧИРЦИНИЕ -一 一 一 一 -一 
RF » 2 Vis а tóte moulee 

Le * -—- ------- 


Nut, Washer, Retaining ring: 


N3 
| (_____ oismeter of usable screw or shaft 
Reference designation 
Reference Shape Description Remarks 
Designation 
TT TTT SELF-TAPPING SCREWS SR WEŃ 
T = (rm selftapping screw 7 ех TA,P3x10. LI 


PTP pan-head self tapping ! binding-head self à 
gri | screw tapping (ТА, B! screw for 
replacement 
PTPWH ` pan-head self-tapp'ng bindinj-head self 
| screw with washer face tapping (TA, B) screw and 
flat washer for replacement 
PTTWH pan-head thread-rolling binding-head (8) screw and 
screw with washer face flat washer for replacement 
CS SET SCREWS 0000 
5С | t + set screw | 
Ал KT pas аць Aci E СЫ (ЖА RE ДЕЛ GE ыы 
SC | у hexagon-socket set screw ех SC 26 x 4, hexagon 
| @t + socket 
NUT 
N | | n 
БЕ a Ca s NE 5 
2222 WASHERS TENZI 
w © flat washer | 
eee ee с -一 一 -一 -一 一 一 一 一 
SW | < і spring washer 
SREB rL) БРЫ ТЫ арса а АИ c аа 
LW жу. internal-tooth lock ex LW3, internal 
%2 | washer 
- --- ыы — —  —-—*+— - - ----- 一 - - 
LW external-tooth lock | ex LWS3, external 
o washer 
- - А... —— ص س‎ y M —Á ——- - 


RETAINING RINGS 


— а — ——- 


Е С» retaining ring | 
- — — -— — Tu ŁAM | s — - 
G % grip type retaining ring 


FERRONNERIE 


Естоџ, Rondelle, Circiips: 


N3 
oem 


SEE 


Drametre de la үз ои de | axe utilisable 


Designation de la reference 


Designation de 


Forme Description R r 
Іа reference P T 
— - - + — n . 
VIS AUTOTARODEUSES 
TA 9 męki; Vis autotarodeuse ea ТА Р З к 10 
PTP Vis autotarodeuse а tete Peut etre remplacee par une v's 
- = су ndrique 'arqe autotarodeuse а tete cy /ndrique 
< 
(ТА, B! 
- — ——- t - 
PTPWH ‚ Ve autotarodeuse а tete Peut etre remplacee Par une wis 
- су | суппд"аџе large et autotarodeuse а tete cy ndr que 
x rondelle "ке (ТА, B! et une гопдепе piate 
- - - - 
PTTWH - | Уна toe tletee et tete Peut etre remplacee par une wis 
1 ró cyl ndrique large avec а tete cyl ndr que (В! et une 
rondelle fixe rondelle plate 
VIS DE SERRAGE 
SC í t Vis de serrage 
* - - —— 一 一 
ot 3 VIP OE ser ape s ESUE èa SC 26 x 4 douille nexəgonale 
hexagona е 
ECROU 
і] (0) Ecrou 
RONDELLES 
w | Rondelie pisie 
“Ёа : 1 4 WRZ PB — Ser 
Sw x і Rondelle а ressort 
- . ` -e -——— ———— c 
LW Ronde!!e eventa: denture ' ex (МУЗ, 'ntereure 
nteneure 
Lw Ronde'le eventa: denture ex (W3 extérieure 
итог: ги! 
CIRCLIPS 
E (Cu Cuchps 


Circlips а griffe 


9-963-099-01 


— — r s 
TT = 2 ў 


Sony Corporation 
Consumer Products Group 
Technical Support Dept. 
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US Model 
Canadian Model 


Chassis No. SCC-471A-A 
July, 1983 


CORRECTION - 1 


Correct the service manual as shown below. 


HED : corrected portion 


SAFETY RELATED ADJUSTMENTS: page 14 


Correct 


(5) CIRCUIT ADJUSTMENTS 


[ncorrect 


(5) CIRCUIT ADJUSTMENTS 


| Adjustment bis Adjustment rin 
M R622 Adjustment | D3 | SSA М R622 Adjustment | 
| МЕ546 Adjustment а D 15 M R846 Adjustment Se A: 
M R612B Adjustment Wos | | | 16 a R626 Adiustment | 


D Board Adjustment : Page 15 
Correct 


3. Connect a digital voltmeter to D board 


ІС505 pin 1. ж 


4 Apply external DC power supply to Е: 
high voltage resistor h:gh voltage pin so 
that digital voltmeter value is 15.40 + 0.1V 
and confirm that HV protector operates. 

5. Apply power for 14.80 + O.1V value and 
confirm that HV protector does not operate. 

6. Input a white pattern signal, and put set in 

ыа state (PIC VR 100%, BRT VR 

100%, COLOR VR 50%). 

7. Apply power via the connection in step 4. for 
DC 14.50 * 0.10V value and confirm that the 
HV protector circuit operates. 

8. Apply power for DC 13.50 + 0.10V value and 
confirm that the HV protector does not 
operate. 


21:25 


MICROFILM 


Incorrect 


Connect а digital voltmeter то D board 
1C505 рт 1. 
Apply external DC power supply tot 
high voltage resistor high voltage pin so 
that digital voltmeter value is 15.40 £0.1V 
and confirm that HV protector operates. 
Apply power for 14.80 + 0.1V value and 
confirm that HV protector does not operate. 

. Input a white pattern signal, and put set in 
standard state (PIC VR 100%, CONT VR 
0%, COLOR VR 50%).). 
Apply power via the connection in step 4. for 
DC 14.50 + 0.10V value and confirm that the 
HV protector circuit operates. 

. Apply power for DC 13.50 + 0. 10V value and 
confirm that the HV protector does not 
operate. 


. 
Е 2, ~ й ~ j > +. s n —— Aqu thin mto аб. > -. к ч 
> ч ч ____-_____-________ | да ŻE DEN ДУ» a вет E GO > У rw 一 : || 
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5 5 
F Board Adjustment : Page 16 / 
Correct Incorrect 
*B MAX Check *B MAX Check 
М 86728 Adjustment М 8626 Adjustment 
Be sure to perform this adjustment when Be sure to perform this adjustment when 
replacing the following parts (marked 4 on replacing the following parts (marked 4 on 
the schematic). the schematic): 
/С601, 7603, 1610, R612A, R613, R620, 1С501, T603, 1610, R612, 1613, 1620, 
86128, RV601 #5265, RV601 
1. Input a dot signal. 1. Input a dot signal. 
2 Inputa АС 130 +£0.1V. 2 Inputa AC 130 2 0.1У. 
3. Put set in cut-off state. 3. Put set in cut-off state. 
4. Turn F board +В ADJ VR (RV601) fully 4. Turn F board *B ADJ VR (RV601) fully 
so that +B value is maximum. so that *B value is maximum. 
5. Confirm that *B value is less than 115.0V. 5. Confirm that *B value is less than 115.0V. 
омо омо 
RR612B RR626 
SCHEMATIC DIAGRAM: Page 27 
4 


incorrect 
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SERVICE MANUAL 


MI" : corrected portion 


F Board Adjustment : Page 16 


一 一 一 


CORRECTION -2 


Correct the service manual as shown below. 


MR З DZY „ува "ы.а дани 


US Model 
Canadian Model 


Chassis No. SCC-471A-A 
July, 1983 


| 
ا 


Correct 


[+8 MAX Check | 
М R6128 Adjustment 


Be sure to perform this adjustment when 
replaciną the following parts (marked 4 on 
the schematic) 

(C601. 7603, R610, R612A, 1613, R620, 
R6128, RV60! 


1. Input a dot signal. 
Input a AC 130 ы 


Ри! set in cut-off state. 

Turn F board +B ADJ VR (RV601) fully 
so that +B value is maximum. 

Confirm that +B value is less than 115.0V. 


Аб М 


© 


омо 
M^6128 


MICROFILM 


Incorrect 


[+В МАХ Check | 
М 16128 Adjustment 


Be sure to perform this adjustment when 
replacing the following parts (marked д on 
the schematic) 

(C601, T603, R610, R612A, R613, 1620, 
R612B, RV601 


input a dot signal. 

Input a AC 130 +0.1V. 

Put set in cut-off state. 

Тит Е board +В ADJ VR (RV601) fully 
so that *B value is maximum. 

Confirm that *B value is less than 115.0V. 


һом м 


© 


омго 
RR6128 
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SCHEMATIC DIAGRAM (1/2) : Page 29 


e When replacing components identified by (4, make the 
necessary adjustments indicated. If results do not meet 
the specified value, change the component identified by 
М and repeat the adjustment until the specified value is 
achieved. (Refer to R622, R612B, 8846 adjustment оп 
page 14 - 16.) 


D3 board 

Q541, 0542, 0521, 8621, R622, 

R623, R624, R625, R626 R622 adjustment 
D board 

D801, D812, R814, R854 


ғ 


IC601, RV601, T603, R610, gH |R612B adjustment 
R612A, R613, R620, R612B 


D board 
ІС501, ІС505, R814, R815, R816, 
R825, R845, R846, R847, R848, 
R849, 8850, R851, R852, R854 


R846 adjustment 


ELECTRICAL PARTS LIST : Page 57 


— 


Correct 
4. Part No. Description Remark 
86124 1-215-449-00 METAL 15К 1% 1/64 


Т.А ME TAL 1/6W 


Incorrect 


e When replacing components identified by (4 , make the 


necessary adjustments indicated. If results do not meet 
the specified value, change the component identified by 
М and repeat the adjustment until the specified value is 
achieved. (Refer to R622, R626, R846 adjustment on 
page 14 — 16.) 


Part replaced ( d ) PORRO 


D3 board 

Q541, Q542, D521, R621, R622, 

R623, R624, R625, R626 R622 adjustment 
D board 

D801, D812, R814, R854 


F board 
IC601, RV601, T603, R610, R626 adjustment 
R612, R613, R620, R626 


D board 
IC501, ІС505, R814, R815, R816, 
R825, R845, R846, R847, R848, 
R849, R850, R851, R852, R854 


R846 adjustment 


Incorrect 
Ref.No Part No. Description 


R612 1-215-449-00 METAL 


RR626 A ME TAL 
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SONY. 


SERVICE / ADJUSTMENT 


MANUAL 


US Model 
Canadian Model 


Chassis No. 5СС-477А-А 
February, 1984 


CORRECTION-3 


File this correction-3 with the service manual. 


MI" : corrected portion 
1. SECTION 3 SCHEMATIC DIAGRAM: Page 28, 29 


Correct 


2. SECTION 1 SETUP ADJUSTMENTS: Page 3,4 


Correct 


Ф 


RV701 (В. CUT ОБЕ) 
RV703 (С. CUT OFF) 


RV706 (R DRIVE) LY 
RV705 (R CUT OFF) 


RV704 (G DRIVE) % 
В 702 (В DRIVE) 


| ла 


Ж 


RV706 (5СЯ М) 
RV707 (FOCUS) 


mm 


incorrect 


Incorrect 


n У701 (B.BKG) 
' RV703 (G.BKG) 


RV705 (R BKG) 
'RV704 (б DRIVE) 
RV702 (B DRIVE) 


RV706 (SCRN) 
?V707 (FOCUS) 
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